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The Biological Services Program was established within the U.S. Fish 
and Wildlife Service to supply scientific information and methodologies on 
key environmental issues that impact fish and wildlife resources and their 
supporting ecosystems. The mission of the program is as follows: 


@ To strengthen the Fish and Wildlife Service in its role as 
a primary source of information on national fish and wild- 


life resources, particularly in respect to environmental 
impact assessment. 


To gather, analyze, and present information that will aid 
decisionmakers in the identification and resolution of 


problems associated with major changes in land and water 
use. 


To provide better ecological information and evaluation 
for Department of the Interior development programs, such 
as those relating to energy development. 


Information developed by the Biological Services Program is intended 
for use in the planning and decisionmaking process to prevent or minimize 
the impact of development on fish and wildlife. Research activities and 
technical assistance services are based on an analysis of the issues a 
determination of the decisionmakers involved and their information needs, 
and an evaluation of the state of the art to identify information gaps 
and to determine priorities. This is a strategy that will ensure that 
the products produced and disseminated are timely and useful. 


Projects have been initiated in the following areas: coal extraction 
and conversion; power plants; geothermal, mineral and oi1 shale develop- 
ment; water resource analysis, including stream alterations and western 
water allocation; coastal ecosystems and Outer Continental Shelf develop- 
ment; and systems inventory, including National Wetland Inventory, 
habitat classification and analysis, and information transfer. 


The Biological Services Program consists of the Office of Biological 
Services in Washington, D.C., which is responsible for overall planning and 
management; National Teams, which provide the Program's central scientific 
and technical expertise and arrange for contracting biological services 
studies with states, universities, consulting firms, and others; Regional 
Staff, who provide a link to problems at the operating level; and staff at 


certain Fish and Wildlife Service research facilities, who conduct inhouse 
research studies. 
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DISCLAIMER 


The opinions, findings, conclusions, or recom- 
mendations expressed in this report/product are those 
of the authors and do not necessarily reflect the 


views of the Office of Biological Services, Fish and 
Wildlife Service, U.S. Department of the Interior, 

nor does mention of trade names or commercial products 
constitute endorsement or recommendation for use by 
the Federal government. 


ENVIRONMENTAL PLANNING FOR OFFSHORE OIL AND GAS 
FOREWORD 


This report is one in a series prepared by The Conservation Founda- 
tion for the Office of Biological Services of the U.S. Fish and Wildlife 
Service (Contract 14-16-0008-962). The series conveys technical informa- 
tion and develops an impact assessment system relating to the recovery 
of oi] and gas resources beyond the three-mile territorial limit of the 
Outer Continental Shelf (OCS). The series is designed to aid Fish and 
Wildlife Service personnel in the conduct of environmental reviews and 
decisions concerning OCS oil and gas development. In addition, the 
reports are intended to be as helpful as possible to the public, the 
oil and gas industry, and to all government agencies involved with 
resource management and environmental protection. 


Oil and gas have been recovered for several decades from the Outer 
Continental Shelf of Texas, Louisiana and California. In the future, 
the Department of the Interior plans to lease more tracts, not only 
off these coasts, but also off the frontier regions of the North, Mid- 
and South Atlantic, eastern Gulf of Mexico, Pacific Northwest and Alaska. 
Within the set of constraints imposed by the international petroleum 
market (including supply, demand and price), critical decisions are made 
jointly by industry and government on whether it is advisable or not to 
move ahead with leasing and development of each of the offshore frontier 
areas. Once the decision to develop a field is made, many other deci- 
sions are necessary, such as where to locate offshore platforms, where 
to locate the onshore support areas, and how to transport hydrocarbons 
to market. 


Existing facilities and the size of the resource will dictate 
which facilities will be needed, what the siting requirements will be, 
and where facilities will be sited. If the potential for marketable 
resources is moderate, offshore activities may be staged from areas 
already having harbor facilities and support industries; therefore, 
they may have little impact on the coast adjacent to a frontier area. 
An understanding of these options from industry's perspective wil] 
enable Fish and Wildlife Service personnel to anticipate development 
activities in various OCS areas and to communicate successfully with 
industry to assure that fish and wildlife resources will be protected. 


The major purpose of this report is to describe the technological 
characteristics and planning strategy of oil and gas development on 
the Outer Continental Shelf, and to assess the effects of OCS oi] and 
gas operations on living resources and their habitats. This approach 
should help bridge the gap between a simple reactive mode and effec- 
tive advanced planning--planning that will result in a better 
understanding of the wide range of OCS activities that directly and 
indirectly generate impacts on the environment, and the counter- 
measures necessary to protect and enhance living resources. 


Development of offshore oi] and gas resources is a complex 
industrial process that requires extensive advance planning and 
coordination of all phases from exploration to processing and ship- 
ment. Each of hundreds of system components linking development 
and production activities has the potential for adverse environ- 
mental effects on coastal water resources. Among the advance 
judgements that OCS planning requires are the probable environ- 
mental impacts of various courses of action. 


The relevant review functions that the Fish and Wildlife Service 
is concerned with are: (1) planning for baseline studies and the 
leasing of oil and gas tracts offshore and (2) reviewing of permit 
applications and evaluation of environmental impact statements (EIS) 
that relate to facility development, whether offshore (OCS), near 
shore (within territorial limits), or onshore (above the mean high 
tidemark). Because the Service is involved with such a broad array 
of activities, there is a great deal of private and public interest 
in its review functions. Therefore, it is most valuable in advance 
to have some of the principles, criteria and standards that provide 
the basis for review and decisionmaking. The public, the offshore 
petroleum industry, and the appropriate Federal, state, and local 
government agencies are thus able to help solve problems associated 
with protection of public fish and wildlife resources. With 
advanced standards, all interests should be able to gauge the 
environmental impacts of each OCS activity. 


A number of working assumptions were used to guide various 
aspects of the analysis and the preparation of the report series. 
The assumptions relating to supply, recovery, and impacts of offshore 
oil and gas were: 


1. The Federal Government's initiative in accelerated 
leasing of OCS tracts will continue, though the pace 
may change. 


2. OCS oil and gas extractions will continue under private 


enterprise with Federal support and with Federal 
regulation. 
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3. No major technological breakthroughs will occur in the near 
future which could be expected to significantly change the 
environmental impact potential of OCS development. 


4. In established onshore refinery and transportation areas, 
the significant impacts on fish and wildlife and their 
habitats will come from the release of hydrocarbons during 
tanker transfers. 


5. A significant potential for both direct and indirect impacts 
of OCS development on fish and wildlife in frontier areas 
is expected from site alterations resulting from develop- 
ment of onshore facilities. 


6. The potential for onshore impacts on fish and wildlife 
generally will increase, at least initially, somewhat in 
proportion to the level of onshore OCS development activity. 


The assumptions related to assessment of impacts were: 


1. There is sufficient knowledge of the effects of OCS develop- 
ment activities to anticipate direct and indirect impacts 
on fish and wildlife from known 011 and gas recovery systems. 


2. This knowledge can be used to formulate advance criteria for 
conservation of fish and wildlife in relation to specific 
OCS development activities. 


3. Criteria for the protection of environments affected by 
OCS-related facilities may be broadly applied to equivalent 
non-O0CS-related facilities in the coastal zone. 


The products of this project--reported in the series Environ- 
mental Planning for Offshore Oil and Gas--consist of five technical 
report volumes. The five volumes of the technical report series are 
briefly described below: 


Volume I Reviews the status of oil and gas resources of the 
Outer Continental Shelf and programs for their 
development; describes the recovery process step- 
by-step in relation to existing environmental 
regulations and conservation requirements; and 
provides a detailed analysis for each of fifteen 
OCS activity and facility development projects 
ranging from exploration to petroleum processing. 
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Volume II 


Volume III 


Volume IV 


Volume V 


Discusses growth of coastal communities and effects 
on living resources induced by OCS and related 
onshore oi1 and gas development; reports methods 

for forecasting characteristics of community develop- 
ment; describes employinent characteristics for 
specific activities and onshore facilities; and 
reviews environmental impacts of probable types of 
development. 


Describes the potential effects of OCS development 
on living resources and habitats; presents an inte- 
grated system for assessment of a broad range of 
impacts related to location, design, construction, 
and operation of OCS-related facilities; provides a 
comprehensive review of sources of ecological 
disturbance for OCS related primary and secondary 
development. 


Analyzes the regulatory framework related to OCS 
impacts; enumerates the various laws governing 
development offshore; and describes the regulatory 
framework controlling inshore and onshore buildup 
in support of OCS development. 


In five parts, reports current and anticipated OCS 
development in each of five coastal regions of the 
United States: New England; Mid and South Atlantic: 
Gulf Coast; California; and Alaska, Washington and 
Oregon. 


John Clark was The Conservation Foundation's project director for 


the OCS project. 
and John Banta. 
for its financial support, guidance and assistance in every stage 
of the project. 


He was assisted by Dr. Jeffrey Zinn, Charles Terrel] 
We are grateful to the U.S. Fish and Wildlife Service 


William K. Reilly 
President 
The Conservation Foundation 
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PREFACE 


This report is intended to concisely summarize Federal regulatory 
programs affecting OCS oil and gas leases and related offshore and 
onshore development. It is designed to explain where and how the Fish 
and Wildlife Service influences Federal decisions about environmental 
protection. 


This report is presented in three segments, i.e., Fish and Wildlife 
Service, Outer Continental Shelf Oil and Gas, and Onshore and Nearshore 
Development Management. These segments are primarily concerned with 
the rules and procedures that govern OCS-related operations and relate 
to or are affected by U.S. Fish and Wildlife Service (FWS). 


Fish and Wildlife Service functions are defined by law and regula- 
tion, The regulatory process affects the scope of FWS activities, their 
timing, and procedures. It sets the limits for FWS procedures and ad- 
vice on problems identifiable with FWS programs. 


In recent years FWS responsibilities have grown with the expansion 
of OCS leasing activity. FWS is now charged to assist Interior agencies 
and the oil and gas industry in the leasing process. At the same time, 
they cooperate with environmentalists, other Federal agencies, coastal 
zone planners and other state and local officials. 


The text is designed to be read as an overview of the subject, 
while tabular material, technical footnotes and appendices will supply 
references for those who need more detailed information. 


John S. Banta 
Senior Associate 
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PART ] -- U.S. FISH AND WILDLIFE SERVICE 


Part 1 of this report reviews the organizational structure and 
programs of the U.S. Fish and Wildlife Service. 


Part 2 discusses OCS oi] and gas leasing procedures, stipulations, 
and permits for lease tracts of the Outer Continental Shelf under 
Federal jurisdiction. Because of the number of agencies involved, 
keeping Federal environmental interests coordinated under the Outer 
Continental Shelf Lands Act [1] is a complex and time consuming task. 


Part 3 of the report concerns the inshore component, i.e., review 
of permits for nearshore and onshore developments related to OCS oil 
and gas activities. Pipelines, platform construction yards, service 
bases and other facilities usually require one or more Federal permits 
before operation may begin. 


1.1. FISH AND WILDLIFE ORGANIZATION AND OBJECTIVES 


The U.S. Fish and Wildlife Service is the principle Federal Agency 
responsible for preserving, protecting, and enhancing fish and wildlife 
resources and environments. FWS has participated in rapid growth of 
environmental responsibilities in many areas of the Federal Government 
in the last decade. Passage of a number of Acts of Congress has been 
instrumental in this transition period; consequently, FWS has been 
called upon to supply increasingly more complex and useful information 
and recommendations on fish and wildlife problems and conservation. 
Some of the programs of the Fish and Wildlife Service and those 
activities or impacts related to offshore oi] and gas development are 
described in the following subsection. 


1.1.1 Fish and Wildlife Service Programs 


Fish and wildlife conservation and environmental protection are 
administered by the Director and Deputy Director and managed by 
Associate Directors for Environment and Research, Fish and Wildlife 
Management, and Federal Assistance (Figure 1). The Associate Directors, 
each with specific programs, manage their programs by program objec- 
tives. Although most offshore and coastal environmental problems are 
managed principally by the Associate Director for Environment and 
Research through the Biological Services and Land and Water Resources 
Development Planning Programs, five other programs are related to 
coastal functions. The seven programs [2] are listed and described 
below. 


1. The Biological Services Program of the Office of Biological 


Services provides ecosystems information, baseline data, planning and 
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Figure 1. U.S. Fish and Wildlife Service organization chart 
(Source: Reference 3). 
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impact evaluation methods and expertise. For offshore oil and gas 
planning, the program focuses on methodology and generic information 
needs for onshore, nearshore and offshore review functions and recom- 
mendations related to OCS 011 and gas leases and permits. 


2. The Land and Water Resources Development Planning Program pro- 


vides environmental impact analysis, permit reviews and recommendations, 
and provides for direct assistance to other agencies. FWS impact 
analysis, reports and recommendations, principally for navigable waters, 
are handled primarily at the Regional and Field Office levels by the 
Division of Ecological Services. 


3. The Biological (Environmental Contaminant Evaluation) Monitor- 
ing Program attempts to define trends in chemical residues contaminating 
various fish and wildlife species. Organized under the Associate Director 
for Environment and Research, it reviews FWS policy on Service sponsored 
pesticide uses and provides technical assistance. The program assists 
in identifying declining coastal bird populations resulting from contami- 
nation, and identifying uncontaminated areas that continue to provide 
satisfactory habitat. 


4. The Migratory Birds and the Mammals and Nonmigratory Birds 
Programs provides direction for management and preservation of wildlife, 


birds and animals in close cooperation with state conservation depart- 
ments. Under the Associate Director for Fish and Wildlife Resources, 

the programs also provide the framework for waterfowl hunting regula- 

tions and manages lands within the National Wildlife Refuge System. 


5. The Endangered Species Program, under the Associate Director 
for Federal Assistante, works to preserve or restore both animal and 


plant species, subspecies, or populations listed by the Secretary of 
the Interior as endangered or threatened. It includes both direct 
FWS management and grants to state for protective programs. 


6. The Coastal Anadromous Fisheries Program involves conservation, 
development and enhancement of anadromous fish populations, i.e., those 


with spawning and juvenile growth in freshwater and maturation in marine 
waters. The program organized under the Associate Director for Fish 

and Wildlife Management includes grant, technical assistance and resource 
management elements. 


7. The Grants-in-Aid (Federal Aid) Program provides Federal finan- 
cial assistance to state game and fish agencies and revenue-sharing 
payments to counties made via the National Wildlife Refuge Fund. 
Research, land acquisition, property maintenance and improvement and 


hunter safety programs may be financed with these funds. 


Major Federal Acts that legislate FWS responsibilities are given 
in Table 1. Those acts most applicable to the effects of oi] and gas 
activities on environments are the Fish and Wildlife Coordination Act 
of ie amended [4] and the National Environmental Policy Act of 
1969 [5]. 


Fish and Wildlife Service policies and activities are administered 
and managed on an area basis by Directors of six Regions and the Alaska 
Area (Fig. 2). 


1.1.2 Offshore 011 and Gas Related Programs 


FWS programs concerning OCS 011 and gas activities and affected 
coastal areas are directed principally by the Office of Biological 
Services and the Division of Ecological Services. Although the opera- 
tions of FWS and these services are described in detail in Parts 2 and 
3 of this volume, a brief review of their functions is given here. 


The Fish and Wildlife Service reviews proposed Federal land and 
water development permits or activities primarily for determining 
potential harmful impacts on habitats and fish and wildlife resources, 
and for determining measures necessary for eliminating, reducing, or 
mitigating losses. 


Most applications by 011 companies for permits for oi] and gas 
activities and related construction in coastal waters within the 3-mile 
territorial limit or on land are received, and approved or rejected by 
the U.S. Army Corps of Engineers. The Division of Ecological Services, 
FWS in cooperation with state agencies and other organizations such as 
EPA, make recommendation or stipulations, when applicable, for environ- 
mental protection. 


For oi] and gas development permits on the Outer Continental Shelf, 
applications for permits are received and approved, modified or rejected 
by USGS, and in special cases, by BLM. For the issuance of permits, 
attempts to assure environmental safeguards are coordinated through USGS 
by BLM, Office of Biological Services FWS, NPS, and sometimes other 
Interior agencies and other Federal agencies. Similar environmental 
considerations are given to OCS oil and gas leasing activities which 
are managed by BLM and coordinated with other agencies. 


1.1.3 Division of Ecological Services 


The bulk of regional environmental review activities are conducted 
by field offices of the Ecological Services Division. For example, the 


Table 1. Major Federal Acts Relevant to the U.S. fs) and 
Wildlife Service Coastal Responsibilities— 


Group 1 


National Environmental Policy Act 

Fish and Wildlife Coordination Act of 1958 as amended 
Protection of Navigable Waters 

Endangered Species Conservation Act of 1969 

Federal Power Act 

Department of Transportation and Related Acts 
Watershed Protection and Flood Prevention Act 


Group 2 


Federal Water Pollution Control Act (other than Section 404) 
Interstate Land Sales Full Disclosure Act 

National Wildlife Refuge System Administration Act of 1966 
National Historic Preservation Act of 1966 

Outdoor Recreation Act 


Group 3 


Airport and Airway Development Act 

Anadromous Fish Conservation Act 

Marine Protection, Research, and Sanctuaries Act of 1972 
Migratory Bird Acts 

Outer Continental Shelf Lands Act 

Wetlands Act of 1961 

Wild and Scenic Rivers Act 

Wilderness Act 


V Grouped in order of importance insofar as they relate to the demands 
for environmental protection in offshore oi] and gas areas and 
coastal systems. 
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Division may review permit applications for the disposal of dredged and 
fill materials in navigable waters, for ocean dumping, or for struc- 
tures or works in navigable waters. The Division works closely with 
counterparts at District and Division levels of the Army Corps of 
Engineers, and Regional Offices of the Department of Transportation, 
the U.S. Coast Guard, the National Marine Fisheries Service, and the 
Environmental Protection Agency. FWS also maintains strong ties with 
counterpart state agencies. 


Ecological Services permit responsibilities were evolved from 
the Federal Water Pollution Control Act, Section 404, and the Rivers 
and Harbors Act of 1899, Section 10 [7]. 


In 1958, the strength of the FWS in environmental decisions was 
bolstered by the Fish and Wildlife Conservation Act (FWCA) creating 
a far-reaching advisory role for Federal activities affecting U.S. 
waters. With the passing of the National Environmental Policy Act 
of 1969, the need for FWS special expertise gained additional strength. 
In short, FWS is given the responsibility to take a position on or 
comment on virtually all applications for Federal Permits for indus- 
trial development or Federal Public Works projects that may alter 
environments in navigable U.S. waters. 


1.1.4 Office of Biological Services 


The Office of Biological Services (OBS) of the FWS is organized 
with a number of subject-oriented national research objectives (Fig. 3). 
The Coastal Ecosystems Team, based in Bay St. Louis, Mississippi, 
manages portions of OCS-related research. The Team supports an effort 
to provide basic data and methodologies for evaluation of OCS fish and 
wildlife related issues. 


OCS oil and gas activity operations are managed by the OCS Coordi- 
nator of OBS in Washington, D.C, in cooperation with OBS Regional 
Activity Leaders and one or more Assistant Leaders in each Region and 
Alaska. 


FWS/OBS participation in the OCS offshore leasing process is 
channeled through the OCS Coordinator. His responsibilities include 
review and recommendations concerning environmental issues on BLM oi] 
and gas leasing operations, and on OCS environmental studies. This 
subject is detailed in Part 2 of this volume. 


The OCS coordinator works closely with the Coastal Ecosystems Team 
and also with Regional OBS Activity Leaders to implement fish and 
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Figure 3. Office of Biological Services organization chart 
(Does not include Biological Services functions assigned to 
Fish and Wildlife Service Regional Offices or National Wildlife 
Research Centers.) (Source: Reference 8). 
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wildlife resource and habitat protection in oi] and gas leasing and 
production areas. The coordinator communicates current FWS policies 
and guidelines to Regional Activity Leaders for day-to-day oil leasing 
and production decisions. The Coastal Ecosystems Team provides infor- 
mation, methodology, and technical assistance. 


OBS Regional Activities Leaders and the OCS Coordinator propose 
environmental studies that may be conducted by FWS or by BLM and other 
agencies or institutions. Recent Executive Instructions and Secretarial 
Orders have called on BLM and USGS to give greater weight to environ- 
mental factors in OCS oil and gas development and affected areas. 


The OCS coordinator also handles formal contacts, reports, and 
recommendations with other Department of Interior agencies such as BLM, 
USGS, and NPS in the leasing and production process. 


1.2 FISH AND WILDLIFE SERVICE ROLE IN REVIEWING OCS RELATED DEVELOP- 
MENT PROJECTS 


Two Federal programs for environmental study and information 
exchange created a major role for the Fish and Wildlife Service as an 
environmental advisor to other agencies that review Federally funded 
or managed projects related to OCS development. The roles were out- 
lined in the Fish and Wildlife Coordination Act of 1958 as amended, 
and the National Environmental Policy Act of 1969. Both Acts give 
FWS cooperative authority with other Federal agencies. FWS regularly 
communicates with about 24 Federal Program areas, principally through 
several types of referral/review procedures as indicated in Table 2. 


In addition to the above, coordination measures are outlined in 
Secretarial Order 2974 which formalizes the planning and operating 
functions of the OCS minerals program in the Department of Interior. 


1.2.1 The Fish and Wildlife Coordination Act 


Amendments to the Fish and Wildlife Coordination Act of 1958 
broadened the authority of the Department of the Interior for consulta- 
tions with other Federal and state agencies for water-related permits 
and projects. The 1958 legislation established the following basic 
FWS review authority [9]: 


",.whenever the waters of any stream or other body of water are 
proposed or authorized to be impounded, diverted, the channel deepened, 
or the stream or other body of water otherwise controlled or modified 
for any purpose whatever, including navigation and drainage, by any 
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department or agency of the United States, or by any public or private 
agency under Federal permit or license, such department or agency shall 
first consult with the United States Fish and Wildlife Service..." 


With minor exceptions the requirement for consultation is all 
inclusive [10]. 


The Coordination Act exerts an important influence over onshore 
and nearshore development and over the exploration and production of 
011 and gas on offshore tracts. The most common types of development 
and potential environmental disturbances associated with this 
act are discussed at length in other volumes of this report. 


The Service has developed a "Navigable Waters Handbook" composed 
of the formal guidelines governing its actions under the Coordination 
Act relating to permits in navigable waters, and an extensive field 
manual filled with practical examples and advice (Figures 4 and 5) [11]. 
Other FWS "Handbooks" have been prepared for Fossil Fuel Power Plants, 
Stream Channelization, Habitat Evaluation, and Downstream Flow Needs 
(under preparation, October 1977). 


The 0i1 and Gas Exploration and Development Activities Guidelines 
of December 1, 1975, provide special guidance for OCS-related activities 
in territorial and inland navigable waters and wetlands. 


Procedures for Corps of Engineers permits are covered by an inter- 
agency agreement, discussed in Section 3.3.1 (dredge and fill permits) 
[14]. The agreement outlines ways in which FWS objections are brought 
to the attention of the Corps, and the ways differences are resolved. 
Similar situations that may arise with other agencies are handled on 
a case by case basis with the exception of OCS lands management. 


The Coordination Act process usually begins when the Service 
receives a notice of permit application or proposed Federal activity: 
the public's notice serves as notice to FWS. 


When notice of a permit is received in a FWS field office, it is 
logged in the appropriate logbook (Section 10/404; NPDES, etc.). The 
file is then assigned to a field coordinator for further investigation. 
Some permits are evaluated or based on in-office maps and data. Others 
require field investigation. In some cases, the investigation is 
informally coordinated with state and other Federal organizations. 


If environments may be endangered, permit or project sponsors are 
asked to provide detailed environmental studies when required. The 
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Figure 4. Illustration of Fish and Wildlife Service response to 


construction activities apparently requiring U.S. Army Corps of 
Engineers permits (Source: Navigable Waters Handbook, Reference 12). 
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Figure 5. 
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Service makes on-the-spot field observations but some analyses are 
based on outside information. 


In the Annapolis,Maryland Field Office, permit coordinators classify 
permits into four categories based on in-house review as follows: 


No objection 

Field investigation needed 
No action 

Request for time extension 


PwNnr-— 


No objection means that the project apparently will not have any 
significant environmental impact; field investigation needed means that 
more information is necessary to determine potential impacts; no action 
means that some environmental impact is probable but monies are not 
available to make a final determination; consequently, the project is 
neither approved nor rejected; and request for time extension means that 
more information, studies, or time may be necessary before environmental 
decisions are made [15]. 


The Fish and Wildlife Service recommendations under the Coordina- 
tion Act must be specific, describing "features recommended for wildlife 
conservation and development, lands to be utilized or acquired for such 
purposes, the results expected,...and the damage to wildlife attribut- 
able to the (proposed) project and the measures proposed for mitigatine 
or compensating for these damages." [16]. 


Unlike the permitting agency, the FWS goal is assigned by law: 
the protection of public fish and wildlife resources and their habitat 
In this role it must present as completely documented a "case" for its 
position as is possible during the consultation called for under the 
Coordination Act. 


1.2.2 The National Environmental Policy Act (NEPA) 

The National Environmental Policy Act requires that the responsible 
Federal agency prepare a detailed statement (an "Environmental Impact 
Statement") to accompany major Federal actions significantly affecting 
the environment. The statements must describe [17]: 

(i) the environmental impact of the proposed action, 


(ii) any adverse environmental effects which cannot be avoided 
should the proposal be implemented, 


(iii) alternatives to the proposed action, 


Ts 


(iv) the relationship between local short-term uses of man's 
environment and the maintenance and enhancement of long- 
term productivity, and 


(v) any irreversible and irretrievable commitments of resources 
which would be involved in the proposed action should it 
be implemented. 


Under NEPA, the permitting agency is usually the "lead" agency that 
prepares draft and final statements. This agency must consult with and 
obtain comments from any other Federal agency with jurisdiction or 
special expertise with respect to any environmental impacts involved [18]. 


NEPA has taken on great importance as a result of court decisions 
interpreting what a "significant" action is, and enforcing high content 
Standards in the agency responsible for the statement [19]. An environ- 
mental impact statement provides information, and if the information is 
inadequate to meet the statutory standards (interpreted by various agency 
regulations) there may be delays while the statement is completed. The 
delays in the "Sale 40" OCS leasing procedures off the Northeastern 
coast have been the result of litigation challenging the adequacy of the 
EIS for this sale[20]. It also provides an important opportunity to 
fully implement and enforce related Federal and state environmental law 
and regulations[21]. Some legal authorities also argue that NEPA may 
change decision-making authority more in favor of environmental consid- 
erations [22]. 


The agency undertaking a program or permit decision must evaluate 
the proposed action to determine whether an EIS will be required. A 
decision not to prepare an EIS is called a "negative declaration." 
Decisions to prepare an EIS are announced publicly in the Federal 
Register [23]. 


Typically the draft EIS is available for comment for 90 days and 
other state and Federal agencies and the public may contribute comments 
from their areas of expertise. In some cases a public hearing is held. 
Often the basic statute authorizing the action requiring an EIS also 
requires a public hearing [24]. 


The courts require that comments be seriously considered by the 
lead or decisionmaking agency. Comments are incorporated in the final 
EIS which becomes a primary reference document in the final decision 
process. This process varies widely from agency to agency and program 
to program [25]. 
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In a few cases, the agency may delegate preparation of the state- 
ment to applicant agencies with statewide jurisdiction (e.g., coastal 
zone management; state highway departments) [26]. 


Recent legislation has excluded some EPA programs (e.g., the Clean 
Air Act) and some special projects like the Trans-Alaska Pipeline from 
the NEPA impact statement requirements [27]. 


For the Fish and Wildlife Service, NEPA provides an opportunity 
to identify potential violations of other programs the Service monitors 
and enforces, such as the Endangered Species program, and to provide 
advice on the most desirable development alternative even when there 
is no specific statutory enforcement authority in FWS. 


1.2.3 Secretarial Order 2974 


A third vehicle for the intra-departmental coordination is Secre- 
tarial Order 2974. The order and supporting memoranda outline procedures 
for coordination of the OCS tract selection and sale process among the 
four principal Department of the Interior agencies: BLM, FWS, NPS, and 
USGS. It formalizes the planning and operating functions of the OCS 
Minerals Program by enabling BLM and USGS to obtain expert advice from 
each other and from the FWS and NPS with respect to environmental 
research and monitoring and operational activities associated with the 
OCS minerals program [28]. 
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PART 2 -- QUTER CONTINENTAL SHELF OIL AND GAS 


In the early 1950's the Congress resolved a running court battle 
over ownership of OCS lands between the states and the Federal government. 
Congress declared the Outer Continental Shelf to be Federal land in the 
Outer Continental Shelf Lands Act of 1953. The legislation was confirmed 
in the U.S. Supreme Court and the Federal government has since managed 
resource development on the Outer Continental Shelf [29]. The rules for 
development are spelled out in the Bureau of Land Management and USGS 
regulations, based on the Outer Continental Shelf Lands Act [30]. 


The Outer Continental Shelf leasing program differs from other 
coastal development management programs in which the FWS participates 
because the areas offered for leasing are under the exclusive jurisdiction 
of the Federal government. The program goals are orderly and timely 
development of 011 and gas resources, environmental protection, and 
receipt of fair market value by the government. Only the Congress may 
set the rules that control these activities [30]. 


The negotiations for the sale of Oil and gas resources and the pro- 
cedures for bidding are open to public scrutiny, but the government, as 
owner, has substantial latitude in setting conditions for specific leases. 
It is through selection and evaluation of specific tracts and associated 
lease stipulations and operating conditions, that major environmental 
protection objectives are served. 


The prtncipal interested parties in the leasing, exploration and 
production process include the U.S. Department of the Interior agencies 
and industry representatives. Site-specific onshore impacts are difficult 
to predict at the leasing stage of the OCS development process, and though 
concerned public interest groups may represent particular towns or com- 
munities, they more often focus on broadened state-wide or regional 
environmental issues. State governments have asserted a strong interest 
in the methods, timing and procedures and environmental assessment for 
leasing, as well as the revenues that accrue to the government [32]. 
Federal agencies such as the U.S. Coast Guard and the U.S. Army Corps of 
Engineers also become involved in aspects of the process. 


The following discussion provides the basic structure for this 
decision making process established by BLM and USGS. This structure, 
from the FWS perspective, rests upon the BLM-USGS regutations and 
Secretarial Order 2974. The elements to be reviewed are: 


-- Federal program responsibilities 
-- Lease tract selection 
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-- Environmental impact assessment 
-- The departmental decision process 
-- Lease sales 

-- Post sale management 

-- Environmental studies 


The reorganization of energy related activities in the Federal 
government shifts some agency responsibilities, and in broad outlines, 
separates lease sales and management from environmental evaluation, 
leaving the latter in the Department of the Interior and moving sales 
and management to the new energy agency [33]. A draft of the current 
legislation is appended. Though no other reference to this proposal is. 
made, it will have a significant effect on agency designations and on fine 
details of the leasing procedure as the reorganization plan is implemented. 


2.1 FEDERAL PROGRAM RESPONSIBILITIES 


The Bureau of Land Management (BLM), in the U.S. Department of the 
Interior, has primary responsibility for leasing Outer Continental Shelf 
lands for oil and gas recovery, with the U.S. Geological Survey (USGS) also 
in Interior, playing a corresponding role in the post-leasing phase, super- 
vising exploration, offshore development and production. Both agencies 
work in close cooperation with the FWS to monitor potential impacts on fish 
and wildlife resources and habitats on the Outer Continental Shelf [34]. 
The FWS relies heavily on the OCS Coordinator in Washington, D.C., the 
National Coastal Ecosystems Team in Bay St. Louis, Mississippi, and 
Regional Activity Leaders in each of the regions where leasing evaluations 
are underway to represent FWS interests in the leasing process. Nearshore 
and onshore OCS permit activities are discussed in Part 3 of this report. 


Regulations and procedures for leasing are prepared under the 
"umbrella" authority of the OCS Lands Act [35] which names the Secretary 
of the Interior as the agent with authority to lease OCS tracts for oi] 
and gas development. Each agency involved in the process (BLM, USGS, 
NPS, FWS, COE, USCG, etc.) publishes its own regulations or procedures 
for internal agency operations [36]. FWS cooperative work with state 
Coastal Zone Management Programs may also exert an indirect influence on 
planning for OCS development [37]. 


Within the Department of the Interior, the key to these procedures 
is the Memorandum of Understanding of November 26, 1972 (revised January 
19, 1977) among four key groups, BLM, USGS, NPS, FWS, supplemented by 
Secretarial Order 2974 [38]. The U.S. Department of the Interior has 
defined a complex system of cross references between the four agencies 
reflecting their different roles. USGS is generally concerned with 
optimal resource exploitation and associated operations; the FWS with 
fish, wildlife and habitat issues; NPS with antiquities and cultural 
factors; and BLM must weigh and interpret these interests and others 
(for instance, state coastal zone management programs) in the process 
of evaluating potential lease tracts and drawing lease stipulations. 
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The BLM supervised process leads to a Program Decision Option 
Document; lease conditions; and a lease sale (Figure 6, Table 3). In 
the post-leasing phase USGS monitors development through its Area Oi] 
and Gas Supervisors, who may issue "orders" and notices to lessees 
affecting development and production operations for specific lease areas. 
Also, the lease agreements may be tailored to specific circumstances and 
may contain references to special development conditions called 
"stipulations." 


In 1973 the government set as its target, six lease sales per year 
and BLM published a proposed OCS Planning Schedule which is used to 
determine the timing and initiation of individual sale procedures [41]. 
It is continually updated and revised within the Department of the 
Interior as conditions change. 


We will look at four basic segments of the OCS leasing process: 
(1) tract selection (Steps 2-4); (2) environmental impact assessment 
(Step 6); (3) the Department of the Interior decision (Steps 5, and 
7-10); and (4) post-sale management (Step 11). Environmental studies, 
which begin as early as tract selection, parallel the leasing process 
and satisfy two basic institutional objectives: (a) to provide informa- 
tion about the OCS environment that will enable DOI to make management 
decisions regarding OCS oil and gas development, and (b) to fill environ- 
mental information needs of other management, regulatory and advisory 
agencies [42]. 


2.2 LEASE TRACT SELECTION 


After setting general priorities for Outer Continental Shelf leasing, 
the Federal government goes through a process to identify specific numbered 
tracts, each about 2304 hectares (5690 acres), which will be offered for 
exploration and development by industry (partial tracts may be offered). 
The first stage in the process is called "tract selection." Tract 
selection includes three steps: 


-- Preliminary tract evaluation; 

-- The "Call for Nominations"; 

-- The official designations of tracts to be offered 
for lease. 


This segment of the process is managed by BLM. The USGS, NPS, and 
FWS also have specific responsibilities for technical information assembled 
in the preliminary evaluation along with other Federal agencies, the 
states, and any others that may wish to comment (Table a) [44]. 
Procedures have changed considerably to accommodate accelerated TeaSing. 
Past experience offers less guidance than usual in this process, as what 
was once a relatively leisurely process is becoming more formal and 
rigorously defined. 
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Table 3. Sequence of Events Leading from Initial 
Designation of OCS Area for Leasing to Post-Leasing 
Operation (Source: Reference 40) 


Step 1 Environmental studies. 
Step 2 Pre-nomination resource evaluation report. 
Step 3 Issuance of a call for nominations to determine 


interest in broad offshore areas. 


Step 4 Tract selection: 
(a) procedures pursuant to BLM-USGS agreement 
(b) public announcement 


Step 5 Preliminary pre-sale evaluation. 


Step 6 Preparation of an Environmental Impact Statement 
on those tracts to be offered: 
(a) draft statement 
(b) public hearing 
(c) final statement 


Step 7 Department of Interior Decision Process: 
(a) program decision option document (PDOD) 
(b) publication of sale notice 


Step 8 Final pre-sale evaluation to determine individual 
tract estimates of value. 


Step 9 Sale by sealed competitive bid for each tract. 


Step 10 Post-sale analysis: 
(a) evaluation 
(b) USGS recommendation to accept or reject 
each bid 
(c) BLM determination on a tract-by-tract 
basis of whether lease is to be issued 


Step 1] Post-sale operations. 
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2.2.1 Preliminary Evaluation 


The Bureau of Land Management specifically requests—a "pre- 
nomination summary report" from USGS on the geology and potential mineral 
resources of a possible lease site approximately 90 days before the "Call 
for Nominations." Other Federal agencies are encouraged to outline their 
interests and concerns at this early stage and to submit resource reports 
on subjects within areas of expertise. 


Fifteen agencies are routinely invited to contribute this sort of 
resource report. (See Table 4.) These can be key documents in the 
leasing process because they precede the formal call for nominations and 
EIS analysis. 


Table 4, Lease Tract Selection Process. (Source: 
Reference 43) 


Action Respondents Sequence 

Resource USGS (geology & minerals) BLM request 

Report FWS (fish, wildlife & habitat) Approximately 
National Park Service 90 days before 
Bureau of Outdoor Recreation call for 
Bureau of Mines nominations 


Bureau of Indian Affairs 

U.S. Forest Service 

National Oceanic and Atmospheric 
Administration 

National Marine Fisheries Service 

Environmental Protection Agency 

U.S. Coast Guard 

Federal Power Commission 

Federal Energy Administration 

Department of Defense 

Treasury Department 


Call for Industry 
Nominations Public 
States 


Other Federal Agencies (see above) 


Tract Bureau of Land Management Two field 
Selection U.S, Geological Survey meetings 
Fish and Wildlife Service preceed final 
National Park Service selection 
meeting in 
Washington 


nn 
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The FWS may assemble an informal report on fish and wildlife resources 
for use in later phases of the leasing process whether or not a formal 
resource report is filed. These formal and informal resource reports 
become valuable tools for supporting nominations, for reviewing environ- 
mental impact statements, pinpointing resources needing extra protection 
through lease stipulations, developing FWS Program Decision Option 
Document (PDOD) strategies, and contributing to the PDOD [45]. 


The FWS resource report is prepared at the Regional level and sub- 
mitted by the Regional Director to the OCS Coordinator (Table 5). The 
Regional Director designates the offices where the resource report source 
files are assembled. The Director of the Service transmits the report 
to the Bureau of Land Management. FWS tries to coordinate its field work 
with that of the Bureau of Land Management's OCS Field Office--Division 
of Environmental Assessment. This BLM office works with specialized 
information directly related to Fish and Wildlife Service interests [47]. 


Table 5. Fish and Wildlife Service Preparation of a 
Resource Report. (Source: Reference 46) 


ee 


Step 1 As soon as a potential lease area is identified in 
the proposed OCS Planning Schedule, the FWS regional 
office begins assembling available data, reports and 
information which it might use in a resource report. 


Step 2 The FWS prepares a descriptive report for the living 
resources of the area. 

Step 3 Key environmental indicators are identified. 

Step 4 A formal resource report is submitted to BLM. 
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The Fish and Wildlife Service has legal resource responsibility in 
the marine environment for birds and four species of marine mammals (the 
National Marine Fisheries Service in the Department of Commerce has legal 
responsibility for other living resources of the sea), but its authority 
in this review process is not restricted to these resources alone [48]. 
Its broader concerns are grounded in the Fish and Wildlife Coordination 
Act, NEPA, and its special knowledge of wildlife (all living things) and 
their habitats. As an Interior Department agency participating in the 
leasing process, it is the lead Federal biological resource agency with 
a direct input tn the OCS leasing process [49]. 


BLM considers the FWS resource report along with the USGS evaluation 


of oi] and gas resources and reports of other agencies prior to naming 
specific tracts to be included in the call for nominations [50]. 
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2.2.2 Call for Nominations 


The first tier "Call for Nominations" in 1974 formalty opened this 
leasing process to the public [51]. Federal agencies, state, industry 
and the public were invited to submit general comments on OCS areas that 
might be offered. A second tier "Call" is issued for specific tract 
selection. Comments at this time may suggest that a tract be offered, 
or they may be "negative" and suggest tract exclusions. 


The "Call" is used to: gauge the level of interest in the potential 
sale areas. All points of view are important to the "Call". Because 
bid prices and financial evaluations will be affected, industry may mask 
its interests with over-inclusive nominations. For the Fish and Wildlife 
Service, the "Call" is primarily an opportunity to transmit new information 
to BLM and again signal concern for sensitive biological areas and 
resources. FWS may also recommend deletion of tracts within a sale area 
if environmental indications support the suggestions [52]. 


The FWS responds to the "Call" through the FWS OCS Coordinator. 
Recommendations that are forwarded to the Bureau of Land Management must 
be documented from the resource report and any subsequent environmental 
risk analysis [53]. This response originates in the Regional Office 
based on the resource report file including data generated after the 
resource report was written. The Director of FWS formally submits the 
documents to the Bureau of Land Management [54]. 


2.2.3 Tract Selection 


Tract selection is initiated with two meetings between BLM, USGS, 
NPS, and FWS in the region adjoining the tracts being considered for 
leasing. At the end of these "field" meetings, BLM and USGS formulate a 
recommendation. The FWS Regional Director, or his representative, must 
attach a memorandum to the field recommendations, either agreeing or 
disagreeing with them. A copy of the memorandum is forwarded to the OCS 
Coordinator in Washington, D.C. [55]. 


Next, a final meeting to select specific sale tracts is held among 
these four agencies in Washington, D.C. In some cases, FWS is represented 
by members of the OCS Coordination staff, and when appropriate, by the 
OCS Regional Activity Leader who had participated in earlier field meetings 
with BLM. The level of representation at the second meeting depends 
in large part on the potential for resource conflict in the proposed 
tract offering. After BLM completes its decision, the FWS surnames the 
list of selected tracts which then goes to the Secretary of the Interior. 
(Surnaming does not necessarily indicate complete FWS concurrence in the 
selection.) If approved by the Secretary, the list becomes the "Notice of 
Tract Selection" and is published in the Federal Register [56]. 
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2.3 ENVIRONMENTAL IMPACT STATEMENT 


After tract selection, BLM prepares a draft Environmental Impact 
Statement (EIS) required by the National Environmental Policy Act (NEPA) 
[57]. It utilizes the information received during the Federal "in-house" 
evaluation, and the comments received during the "Call for Nominations." 
BLM must revise the draft EIS based on agency and public comments received 
during a review process. The revisions are incorporated in a final EIS. 
BLM follows strict time schedules in coordinating the EIS with public 
hearings and comment required by the OCS Lands Act and regulations [58]. 
(See Table 6) 


The FWS reviews the draft EIS for a lease sale in the same Regional 
Office that participates in tract selection. The OCS Coordinator's staff 
checks these regional comments in the context of FWS policies and consoli- 
dates them with comments that may come from other divisions of FWS (e.g., 
Rare and Endangered Species, Wildlife Refuges, etc.). The Director then 
forwards the consolidated comments to BLM. These procedures are similar 
to EIS procedures for other types of Federal action requiring an impact 
statement [601]. 


The FWS participates in two related activities. First, BLM coordinates 
the results of public hearings with the draft EIS review. FWS representa- 
tives attend these hearings to review teehnical contributions and to advance 
FWS policy positions. When controversial issues are presented, both the 
OCS Coordinator and the Regional staff may attend. 


Second, BLM may redraft lease stipulations based on comments and 
information from the EIS process [61]. The lease stipulation is the 
legal tool that controls individual lease operations and is an important 
factor in industry's evaluation of necessary environmental safeguards. 
The Bureau of Land Management is assisted by the USGS, NPS, and the FWS 
with USGS providing technical information from the physical sciences. 
The FWS plays a key role in this important process, representing the 
biological sciences under the procedures outlined in S.0. 2974. 


2.4 DEPARTMENTAL DECISION PROCESS 


BLM recommends which tracts to lease under existing law; the 
Secretary of the Interior acts on this recommendation. To aid in the 
decision process, BLM prepares a Pragram Decision Option Document (PDOD), 
which summarizes economic, social and physical resource issues not 
previously examined. in the environmental impact statement, to assist the 
final decision. This 30-60 page Issue Paper serves as the primary 
decision document in lease sale offerings. The document draws on the 
information assembled by FWS, USGS and other agencies and on the EIS. 
Because the scope of environmental argument in the PDOD is limited, FWS 
contributions are usually tied to specific fish and wildlife resource 
problems, though they may range over other related issues [62]. 
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Table 6, Preparation of an Environmental Impact Statement 
for OCS Leasing. (Source: Reference 59) 


RR 


Step 1] BLM prepares a draft EIS describing: 

} proposed activity 

) environment 

) potential impacts 

) mitigating measures 

) unavoidable effects 

) relationship between short term uses 

and long range productivity 

(g) irreversible and irretrievable commit- 
ments of resources 

(h) coordination and consultation which 
took place in drafting the statement. 


Step 2 The statement (draft EIS) is transmitted to the Council 
on Environmental Quality and made available to the 
public. FWS receives this draft for comment, 


Step 3 A public hearing is held, usually between 30-60 days 
after completion of the Draft EIS. FWS comment through 
Secretary. 


Step 4 A final EIS is prepared, reviewed by the U.S. Department 
of the Interior, and submitted to CEQ and made available 
to the public. 


Step 5 No official action may be taken until 30 days have 
elapsed after BLM submits the final EIS to the Council 
on Environmental Quality. During this period other 
agencies have a final opportunity to comment on the 
proposed Lease Sale. 
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At this point, most of the agency environmental negotiations have 
occurred. The FWS works within a PDOD "strategy" which reflects its 
earlier resource report and EIS contributions. The OCS Coordinator works 
with BLM to make the specific points that the FWS would like to see 
included in the short PDOD document. 


At this time, the FWS is also assisting in determining the need for 
mitigating measures for the initial test well which may be drilled by an 
industry consortium prior to leasing in a proposed sale area. The primary 
public management agent of the well, known as a COST (Coastal Offshore 
Stratigraphis Test) well, is the USGS Area Oil and Gas Supervisor. FWS 
comments at the regional level and review of tie COST well results pro- 
vide a practical exercise in defining environmental conditions or miti- 
gating measures for later operations at this site [63]. 


U.S. Army Corps of Engineers and U.S. Coast Guard permits are also 
required for the COST well, but review criteria are limited solely to 
navigation issues. Although FWS receives notices of these permits, 
ordinarily the limited review criteria preclude substantial comment [64]. 


The other USGS contributions at this point in the decision process 
are revised tract evaluations and estimated values used later when bids 
are examined [65]. BLM has an “evaluation review team" that organizes 
this material and submits findings based on its opinion of data sources, 
price, discount factors and taxation methods used by USGS in its various 
value estimates [66]. 


2.5 LEASE SALES 


Specific procedures, conditions and stipulations for each lease sale 
are set in the Public Notice of Sale by the manager of the regional BLM 
OCS Field Office, who is the analog of the USGS Area 0i1 and Gas Supervisor; 
see Section 2.6 [67]. Industry representatives compete by sealed bid for 
the tracts that are offered. The bidding formulas are limited by statute 
and typically leases are sold by cash bonus bid with a one-sixth fixed 
royalty [68]. 


The Department of the Interior may reject any or all bids. Any bid 
not accompanied by a check, money order or bank draft for 20 percent of 
the bonus offered is automatically rejected. BLM then compares properly 
submitted bids with the USGS final pre-sale evaluation of physical re- 
sources and tract values. Other factors also contribute to the analysis 
of bids prior to award. For instance, BLM may review the number of bids 
per tract; the competitive bidding performance of high bidders ranked by 
quartiles; and the average number of bids on all tracts on which high 
bidders bid [69]. 


Awards are announced by the Department of the Interior. Acceptable 
bids result in lease issuance after the balance of the bonus and the first 
year's royalties are paid [70]. 
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Environmental factors are not a prime consideration in bid evaluations 
The protection of the environment is more heavily weighted in the earlier 
phases of the OCS leasing review. In post-sale analysis, new or additional 
environmental information may be introduced, but BLM places primary emphasi 
on development and production factors [71]. 


2.6 POST SALE MANAGEMENT 


Once a lease is issued, BLM maintains the lease agreements, but the 
Geological Survey assumes supervision of lease operation. USGS requires 
approval for an exploratory drilling plan before allowing bottom explora- 
tion or exploratory drilling [72]. 


The USGS Area 0i1 and Gas Supervisor, part of the Conservation 
Division, U.S. Geological Survey, implements regulations governing lease 
operations [73]. Cooperative agreements between the Department of the 
Interior and coastal states bring the states and then the U.S. Army Corps 
of Engineers into this process. A stipulation indicating appropriate 
consideration of Corps and state interests must be filed with the Area 
Supervisor (along with lease exploration and development plans) to assure 
protection and conservation of aquatic life and compliance with state laws 
and regulations [74]. 


Industry operators furnish production reports to the USGS describing 
the volume of oi] and gas production, sales, and all royalties due the 
government. Operators must also define operations, including new wel] 
completions or recompletions. These requirements are enforced through 
inspections during the first month after completion of a well and every 
6 or 15 months thereafter, depending on the number of wells drilled from 
a platform [75]. 


Each USGS Area Oi] and Gas Supervisor has the primary responsibility 
for appropriate environmental safeguards as a field is developed [76]. 
Though the U.S. Army Corps of Engineers and the U.S. Coast Guard require 
permits for offshore structures, review criteria exclude environmental 
considerations [77]. The key environmental safeguard in such a situation 
is the effective enforcement of lease stipulations, USGS operating 
"orders" or rules for a particular leasing area, and OCS guidelines and 
regulations [78]. 


Pipelines, tankers and barges are the principal transportation links 
between OCS oil] and gas resources and onshore facilities. Both BLM and 
USGS have responsibilities for pipelines on the OCS. USGS must approve 
gathering lines (lines that run between production sites offshore) as part 
of its management of field development [79]. BLM grants rights-of-way 
from lease tracts to shore processing points [80]. However, USGS may 
grant rights-of-way if the lines cross only the lessee's tracts before 
reaching state waters. The Materials Transportation Bureau in the 
Department of Transportation sets design criteria for safety [81]. The 
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Federal Power Commission also reviews design and the economics of inter- 
state gas pipelines (it also sets the wellhead price for OCS gas) [82]. 
The U.S. Army Corps of Engineers manages the permit program that controls 
dredging and dredge spoil disposal associated with pipelines [83]. These 
programs are discussed in Part 3 of this report. 


In addition to permits for the pipeline facilities required for on 
and off loading of tankers, tanker and larger operations are supervised by 
the Federal Maritime Commission which determines whether a shipper is 
financially responsible in view of potential liability for: pollution or 
other damages resulting from his operations. Tanker and barge operations 
are also supervised by the Coast Guard [84]. 


FWS often comments on these permits under the Fish and Wildlife 
Coordination Act and/or NEPA. 


2.7 ENVIRONMENTAL STUDIES 


The Bureau of Land Management began a program of environmental 
studies associated with its OCS leasing program in 1974. Initiated to 
respond to specific information demands imposed by NEPA legislation on 
the BLM decision process, the Environmental Studies Program now provides 
environmental information of both pre- and post-leasing decisions as 
illustrated in Figure 7. 


The Environmental Studies Program is principally funded and coordinated 
by BLM and is implemented by various research organizations and Federal 
agencies with marine environmental research capabilities. It is monitored 
by an Outer Continental Shelf Environmental Studies Advisory Committee 
with representatives of the coastal states, private sector and ex-officio 
members from EPA, NOAA, USGS, and FWS [86]. 


The FWS participates in the BLM-OCS environmental studies program in 
three ways. First, Service staff attend regional conferences sponsored 
by BLM prior to preparing its study plan schedule. Other major participants 
in past conferences have been the private sector, universities, and state 
agencies concerned with the regional impacts of OCS development. Recom- 
mendations for specific studies are published in the conference proceedings. 


The Chief, Office of Biological Services, or his alternate represents 
the Service and actively participates in the functions of the Advisory 
Committee. The Committee meets quarterly in full session, but subcommittees 
also undertake specific tasks assigned by the Chairman. 


Second, Secretarial Order 2974, coordinating the activities of FWS, 
BLM, NPS, and USGS, provides a mechanism for FWS involvement. Under this 
Order, BLM consults with FWS in designing the biological program study 
elements, before allocation of funds, and in determining the level of 
natural resource study efforts. The agencies also have outlined their 
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mutual responsibilities in the actual performance and management of 
environmental studies [87]. 


Third, the Service may participate with BLM as a member of the 
OCS Technical Proposal Evaluation Committee and monitor study elements 
of particular interest. 


The Service has pressed for environmental studies that generate 
comprehensive study of nearshore and onshore coastal ecosystems that may 
be affected by OCS development [88]. A second principal concern is 
inventories of seabirds. Special studies designed to determine impacts 
of development activities also may be incorporated as part of the OCS 
environmental studies program. For instance, experiments may establish 
cause and effect relationships as well as the toxicity of contaminants 
and allow development of mitigating procedures. The FWS has suggested 
studies to develop methods for dispersing waterbirds from oil spill 
sites, moderate impacts of dredging and turbidity on submerged sea 
grass beds, and evaluate the chronic effects of sublethal levels of 
petroleum hydrocarbons on marine birds [89]. 
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3. ONSHORE AND NEARSHORE DEVELOPMENT MANAGEMENT 


The tract selection and leasing program of the Department of the 
Interior precedes or parallels site selection and development for related 
onshore support and processing facilities. Full OCS development requires 
numerous types of facilities, including supply bases, platform 
fabrication, pipeline facilities and landfalls and refining works onshore 
or in nearshore waters (Table 7) [91]. Industry locates these facilities 
subject to a web of local, state and Federal regulatory authorities. 


Onshore site selection, purchase and development affect easily 
identifiable economic and environmental interests in particular 
communities along the coastline. Unlike the Federal lands of the OCS, 
nearshore development management includes private land owners and state 
and local government interests. The onshore resources of greatest concern 
to the FWS and state natural resource agencies may not be federally owned 
and this introduces considerations in the regulatory review process 
under the Coordination Act and NEPA that differ from offshore lease 
decisions (see Section 1.3). 


3.1 FEDERAL ROLES IN MANAGEMENT 


Federal regulatory authority varies between nearshore and onshore 
coastal areas. A Common Law concept called the navigation servitude 
supports Federal authority in coastal waters. It has been amplified in 
statutes. Statutes may also define management programs for other areas 
based on additional Federal powers. These are generally based on the 
Commerce Clause of the U.S. Constitution. In some situations, Federal 
law may preempt local regulation, but more typically both operate 
concurrently [92]. The primary role of the FWS is that of advisor to 
other agencies for its specific wildlife and habitat interests. 


3.1.1 Navigation Servitude 


Coastal waters affected by the navigation servitude are subject to 
a paramount Federal interest. The navigation servitude is a property 
interest somewhat like an easement, and is related to inundation by tidal 
waters and to water-born commerce. In coastal areas it generally exists 
seaward of the line of mean high tide to the limits of Federal authority 
over the OCS [93]. Federal dredge and fill permits under Section 10 of 
the Rivers and Harbors Act of 1899 are based directly on this 
concept [94]. Where the servitude exists, the Federal agencies have 
a right to exercise their permitting powers to protect navigation and 
the environment, even when competing private interests in the property 
also exist [95]. 


3] 


Example of Federal Permit Reviews and Issuances for 


Different Oi] and Gas Development Activities 


Table 7. 
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Permit 
Permit requirements may be mutually exclusive 


Pp 
A 


Tanker Operations 


The restriction, and the water-born commerce notion it is tied to 
date back to the days when interstate commerce tncluded fur trappers in 
canoes. A broad definition has evolved that reaches some adjacent 
wetlands [96]. The broad definition is due in part to the variety of 
objectives the servitude serves in addition to the protection of commercial 
shipping [97]. 


In "navigable waters" where the navigation servitude does not exist 
in its traditional form (because the statutory definition exceeds the 
limits of the servitude) the Federal Water Pollution Control Act 
Amendments of 1972, PL 92-500, require some types of: permits for 
activities which pollute the waters of the United States, based on what 
is called the "Commerce Clause" of the U.S. Constitution [98]. Considerable 
controversy has been generated over the exact limits of this authority and 
its relationship to the navigation servitude (see Appendix A). 


A state's regulatory authorities are based on analogous legal concepts 
and state constitutional provisions [99]. Unless the Congress explicitly 
declares an exclusive Federal interest, both state and Federal regula- 
tions have equal validity [100]. The result has been referred to as the 
"multiple veto," over state coastal waters and shorelands since neither 
government can override the other. Federal regulations often require 
state planning and permitting decisions to be completed before considera- 
tion of Federal permit applications. Of particular importance is the 
Coastal Zone Management Act of 1972 which provides for a referral process 
in which Federal actions are reviewed for consistency with approved State 
Coastal Zone Management Programs under the guidance of the Office of 
Coastal Zone Management in the Department of Commerce [101]. Others are 
being developed for specific permit areas, such as dredge and fill (see 
Section 3.3.1). 


3.1.2 Reasonable Regulation 


Critics of government regulations frequently argue that procedures 
operate unfairly in particular cases. Fairness translated into legal 
doctrine is called "due process" [102]. In most general terms, it requires 
a process including a public, plausible and factually documented explana- 
tion when otherwise similar situations are treated differently under a 
particular regulation. It also places outer boundaries on the ways in 
which government action may affect private property. 


The most commonly cited element of this argument is the "taking 
issue." A landowner whose land is slated for expropriation for a 
recreation area or public refuge is protected by the due process "taking" 
provisions of the U.S. Constitution, Procedures are watched closely by 
state and Federal Courts. Acquisition must be for a legitimate public 
purpose, and the government must provide "just compensation," usually 
defined as fair market value of the property excluding any influence from 
the proposed public improvements. There are no exceptions to this 
rule [103]. 
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However, some of the objectives served by public acquisition--for 
example protection of endangered species, water quality, and wetlands 
function--also may be legitimate objectives of regulatory permit programs 
such as the permit program for the discharge of dredged and fill material. 

A regulation of this type may substantially restrict the use of land, 
without any provision for compensation, and still meet the requirements of 
due process. This problem has been referred to as the "taking issue" [104]. 


Assuming the program serves a valid purpose, there are two general 
elements in evaluating a taking claim: 


1. if the regulation applies to private land where there is no 
competing formal public interest (e.g., the navigation 
servitude), the regulation must not deny "all practical use" of 
the property. The interpretation of this standard varies from 
state to state and may still result in severe restrictions on 
dredging and filling of low-lying properties. 


2. if there is an appropriate competing formal public interest 
(e.g., the navigation servitude), the regulation may prohibit any 
modification of the natural system providing it is not arbitrary 
and serves properly documented public objectives. 


Appendix A provides a more detailed discussion of this issue. 
3.1.3 State and Local Roles 


OCS-related development projects often require large sites, and 
outside of a few industrially developed areas, these sites are unlikely to 
have appropriate local zoning and services before their selection. Both 
zoning use designation and public services such as water and sewer usually 
require the approval and support of local government before a project may 
reasonably proceed. Typically a developer will require some assurances 
of both before finally acquiring a site. Often acquisition is contingent 
upon proper local approvals, and the price paid reflects expected 
development values. 


Flood protection conditions generate the most widespread special 
building standards for coastal development. These are implemented by 
local governments pursuant to Federal standards to enable the Federal 
Insurance Administration to issue flood insurance. They impact residential 
construction most significantly, but they impose floodproofing requirements 
on other types of flood-prone development as well [105]. 


State natural resource programs also work with the Fish and Wildlife 
Service, both cooperatively and through grant programs. These activities 
often include support for specialized Federal programs such as the 
Endangered Species Program, directly contributing to the advise and 
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comment role the Service plays in Federal permit review [106]. A State 
Coastal Zone Management Program may also add significant controls on 
coastal development [107]. 


Appendix B provides an overview of land use management programs 
typically provided by state and local government. 


3.2 ACCESS TO DECISIONS THROUGH FWCA-NEPA COMMENT: PERMITTING AND 
LICENSING PROGRAMS FOR OCS-RELATED ONSHORE AND NEARSHORE DEVELOPMENT 


Federal regulatory programs affect both places and activities 
involved in siting OCS-related onshore and nearshore development. The 
most pervasive place-related program is the permit program for the discharg 
of dredged or fill material in the waters of the United States. Other 
place-related programs, important in some geographic areas, include those 
responsible for protecting endangered species habitats, marine and estuarir 
sanctuaries and certain watersheds. 


In some cases, the place-related regulations only reach certain 
categories of activities. For example, the FWS has a responsibility to 
protect endangered species habitats, but in practice, this responsibility 
primarily affects activities by Federal agencies or under Federal permit 
or license because NEPA and the Coordination Act provide a link between the 
place related interest and these types of activities. 


Activities of the oi] and gas industry are also regulated by the 
Federal Government. Pipelines must meet federal safety standards 
(interstate gas pipelines must also comply with other regulations relating 
to gas prices and operations). Special Federal legislation addresses 
deepwater port development. Activities that generate new sources of 
water and air pollution are subject to federally supervised regulatory 
programs. Tanker operations are increasingly subject to Federal standards 
and surveillance. 


Short summaries of the principal programs that affect OCS-related 
nearshore and onshore development follow. These requirements generally 
are cumulative. Table 7 relates these program descriptions to the fourteen 
development types described in detail in other reports in this series. 


The NEPA and/or the Coordination Act review process gives the FWS 
access to these programs in an advisory role to express fish and wildlife 
and habitat issues whenever an environmental impact statement is required, 
or when the activity takes place in the navigable waters of the United 
States. The Coastal Zone Management Program, guided by the Office of 
Coastai Zone Management in the Department of Commerce, also provides 
extensive opportunities for advice and comment relating to state-federal 
interests in the coastal zone. 
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3.3 PLACE RELATED FEDERAL DEVELOPMENT MANAGEMENT PROGRAMS 


Overlapping "jurisdiction" or authority over places is a constant 
challenge to permit applicants, because the matrix of places and activities 
subject to government control is particularly complex in the coastal zone. 
We refer to this problem as place related because physical boundaries can 
usually be defined based on either political jurisdictions (cities, 
counties, etc.) or natural factors (salinity, tidal reach, etc.). In 
the following summaries, we will highlight the principal Federal coastal 
programs. In most cases there will be one or sometimes several state 
analogs to the Federal program. 


3.3.1 Permits for the Discharge or Disposal of Dredged and Fill Material 
in the Waters of the United States 


The U.S. Army Corps of Engineers administers a Federal program of 
permits for the discharge or disposal of dredged and fill material in the 
waters of the United States. Regulations for the program have been 
developed in partnership with EPA which shares statutory authority with 
the Corps [108]. The program influences both private development and 
construction by other public agents. 


Jurisdiction 


Corps permit requirements stem from the Rivers and Harbors Act of 1899 
and Section 404 of the Federal Water Pollution Control Act Amendments of 
1972 (P.L. 92-500) and their implementing regulations [109]. "Navigable 
waters" are defined differently in the two acts. As interpreted by Court 
rulings, under Section 404, they reach both tidal and certain freshwater 
wetlands [110]. Section 10 of the Rivers and Harbors Act reaches only 
certain tidal wetlands (particularly lower wetlands). Because of these 
differences Section 404 is the primary authority for permit requirements 
in nontidal wetlands. In areas of overlapping jurisdiction to the 
traditional 3-mile limit, programs under both acts are jointly administered. 


The Corps and EPA agreed to new regulations extending the permit area 
beyond the bounds of the traditional navigation servitude in July 1975, 
revised July 19, 1977. The regulations implement the recent court rulings 
that ordered the Corps to change its regulations to encompass the broader 
Section 404 definition. The extension of the permit area was accomplished 
in three phases ending July 1, 1977 [111]. 


"Phase I" permits are required for activities in "coastal waters and 
coastal wetlands contiguous thereto" [112]. This continues earlier 
Section 10 jurisdiction with a clarification of the definition of 
"contiguous wetlands" by eliminating ordinary high water mark and mean 
high water mark distinctions, which courts had sometimes included in the 
earlier definitions under more complex legal doctrines [113]. Phase II 
extends this permit area to "primary tributaries, fresh water wetlands 
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contiguous or adjacent to primary tributaries, and lakes" [114]. 

Phase III jurisdiction extends to all of the waters of the United States, 
with numerous exceptions relating to agriculture, ranching, silviculture, 
amount of waterflow in a stream, special provisions for simplified 
procedures in states with approved state coastal zone management plans > 
and other special cases [115]. 


The 1977 revisions to the Corps regulations follow this pattern, but 
with simplified terminology. "Navigable waters" is used to refer to 
waters subject to Section 10 jurisdiction. "Waters of the United States" 
is used to refer to navigable waters plus those additional areas subject 
to Section 404 jurisdiction. The waters of the United States are broken 
into four categories [116]: 


Category 1 


Coastal and inland waters, lakes, rivers, and streams that are 
navigable waters of the United States, including adjacent wetlands. 


Category 2 


Tributaries to navigable waters of the United States, including 
adjacent wetlands (manmade nontidal drainage and irrigation ditches 
excavated on dry land are not considered waters of the United States 
under this definition). 


Category 3 
I tate waters and their tributaries, including adjacent wetlands. 
Category 4 


(11 other waters of the United States...such as isolated wetlands 
and lakes, intermittent streams, prairie potholes, and other waters 
that are not a part of a tributary system to interstate waters or 
to navigable waters of the United States, the degradation or 
destruction of which could affect interstate commerce. 


These general categories are more specifically defined where distinctions 
are relevant, such as when Section 10 review criteria and Section 404 
permit review criteria could result in different permit conditions. 


Permit Procedures 
The revised Corps regulations treat permit procedures in two steps, 
They first review general policy and procedural considerations (Table 8), 


both for the program as a whole, and then for the specific authorities 
encompassed in the program [118]: 
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Table 8. General Regulatory Policies of the Corps of Engineers 
(Source: Reference 117) 


Public Interest Review. A process weighing conservation, economics, 
aesthetics, general environmental concerns, historic values, fish 
and wildlife values, flood damage prevention, land use, navigation, 
recreation, water supply, water quality, energy needs, safety, 

food production, and, in general, the needs and welfare of the 
people. Four criteria are applied to any proposal covered by the 
program: 


-- the relative public and private need 


-- the desirability of using appropriate alternative locations 
and methods 


-- the extent and permanence of the beneficial and/or 
detrimental effects on public and private uses to which 
the area is suited 


-- the probable impact of the single proposal in relation to 
the cumulative effect of existing and anticipated work or 
structures in the area 


Effect on wetlands. Particular emphasis is given to cumulative 
effects on wetlands. The Fish and Wildlife Service plays a special 
role in reviews of particular wetland areas along with NMFS, NOAA, 
EPA and the SCS. 


Fish and Wildlife. The Fisn and Wildlife Coordination Act defines 
the Fish and Wildlife Service advisory role under this program. 
Applicants are advised that they will be urged to modify proposals 
to eliminate or mitigate consequences identified by the Service. 


Water Quality. The Environmental Protection Agency authorities set 
a number of conditions which must be certified by EPA before the 
Corps will approve an application under this program. 


Historic, Scenic and Recreational Sites. A number of authorities 
require special consideration of specific resources in these 
categories. 


Effect on Limits of the Territorial Sea. This consideration 


relates to baseline measurements that determine respective state, 


federal and foreign interests in the seas and seabed. 
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Table 8, continued 


6) 


fe) 


Interference with Adjacent Properties or Water Resource Projects. 
This consideration relates primarily to up and downstream effects 


of protective work, and other nuisance effects of work on other 
public and private rights. 


Activities Affecting Coastal Zones. Approved State Coastal Zone 
Management Programs may include a procedure for advice and 


comment on Corps permits. 


Activities in Marine Sanctuaries. Certification by the Secretary 
of Commerce is required before permit approval in Marine Sanctuary 
areas. 


Effect on Floodplains. Pursuant to Executive Order 11988, May 24, 
1977, the Corps must consider impacts on flood losses and safety 
of individuals and the natural and beneficial values of flood- 
plains in reviewing permits under this program. 
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1. Permits for dams and dikes in navigable waters of the United 
States. (Section 9 of the Rivers and Harbors Act of 1899) 


2. Permits for structures or work in or affecting navigable waters 
of the United States. (Section 10 of the Rivers and Harbors 
Act of 1899) (Table 9) 


3. Permits for discharges of dredged or fill materials into the 
waters of the United States. (Section 404 of the Federal 
Water Pollution Control Act Amendments of 1972) (Table 10) 


4. Permits for ocean dumping of dredged materials. (Section 103 
of the Marine Protection, Research and Sanctuaries Act of 
1972) 


These sections review the activities affected by the particular authority, 
when a permit application is required, the information required by the 
Corps in a permit application, and the general criteria on which decisions 
are based. Because the authorities overlap a great deal these sections 
attempt to sort out considerations common to all provisions and specific 
additional points for each special authority. The requirements are 
cumulative. 


All permits are issued through a consolidated review process. Under 
these four sets of authority, the Corps issues four types of permits [121]: 


1. Nationwide Permits 
2. General Permits 

3. Individual Permits 
4. Letter of Permission 


Nationwide permits are issued in conjunction with the publication of 
the regulations for the Corps permitting program. Individual permit 
applications are not required for work authorized by nationwide permits, 
principally work or structures with negligible impacts on the environment. 
These permits contain basic conditions which must be respected in 
completing the work or structures. 


Nationwide permits only authorize Discharges of Dredged and Fill 
Material (Section 404) into certain Category 4 waters. The standards for 
a nationwide permit are developed in coordination with EPA and the Fish 
and Witdlife Service. The District Engtneer may réqutre tndtvidtal 
permits based on the public interest in specific areas by notifying owners 
or operators in those areas that individual permits will be required. 
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Table 9,. Jurisdiction and Pelicies for Permits for Structures 
or Work In or Affecting Navigable Waters of the United States 


(Source: 


Jurisdiction 


Reference 119) 


o Permits are required for all structures or work in or affecting 
navigable waters of the United States (Category 1) or on the 
Outer Continental Shelf. 


Policies 


o A national permit is authorized for: 


aids to navigation placed by the USCG 


structures in artificial canals associated with primarily 
residential development, where the connection of the canal 
to a navigable water of the United States has been 
previously authorized 


the repair or rehabilitation of a previously authorized 
structure where the structure is presently serviceable 

and repairs conform to the previously authorized plans, 
for uses specified in the previous authorization 


marine harvesting devices that do not interfere with 
navigation 


staff gauges, water recording and testing devices and the 
like that do not interfere with navigation 


survey activities including core sampling 


structures or work completed prior to 18 December 1968 or 
in water bodies where the District Engineer has not 
asserted jurisdiction, provided there is no interference 
with navigation 


o General permits may be issued for clearly defined categories of 
structures or work. After a general permit is issued, individual 
activities or work within the permit categery will not require 
individual processing unless the District Engineer finds this is 
necessary on a case-by-case basis. General permit conditions and 
selection criteria are defined in part in the Corps regulations. 


4) 


Structures or work by private parties required by related Federal 
dredging or other work or structures, may be considered in 
planning for the Federal work and, to the maximum extent feasible, 
authorized in coordination with the Federal work or structure. 


Authorization for dredging a channel, slip, or other such 
navigation project will authorize maintenance dredging, subject 
to revalidation at regular intervals. 


Applications by riparian owners for structures for small boats 
will be favored when consistent with navigation, in the absence of 
an overriding public interest. 


Applications for aids to navigation are coordinated with the USCG. 


Applications for structures and artificial islands on the OCS are 
evaluated solely for impact on navigation and national security; 
total environmental impact is evaluated in the U.S. Department 

of the Interior leasing process. 


Canals and similar artificial waterways require a permit if they 
constitute a navigable water of the United States or if they are 
connected to a navigable water of the United States in a way 
that affects its course, condition or capacity. 
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Table 10. Jurisdiction and Policies for Permits for Discharges 
of Dredged or Fill Materials into Waters of the United States 
(Source: Reference 120) 


Jurisdiction 


o Permits are required for the discharge of dredged or fill materials 
into waters of the United States (Categories 1-4). 


Policies 
A national permit? is authorized for: 


o Discharges prior to the effective dates of phasing (see text), 
some subject to general conditions. 


A national permit? subject to specific conditions is authorized for: 
o A discharge into Category 4 waters (isolated lakes, wetlands, 
intermittent streams, etc.), except isolated lakes of over 

10 acres. 
A national permit? subject to specific conditions is authorized for: 
o Specific categories of discharges: 
-- utility line crossing bedding or backfill; 
-- bank stabilization less than 500 feet in length; 


-- minor road crossings; 


-- fill incidental to the construction of bridge structures 
(not approaches) ; 


-- repair or replacement of previously authorized, 
currently serviceable fill. 


o Permits are reviewed by EPA prior to issuance in a "coordination" 


process to respect the joint authority of the Corps and EPA for 
this aspect of the permitting program. 


4Individual permits may be required within the discretion of the 
District Engineer. 


43 


General permits are issued for clearly described categories of 
structures or work after reviewing ali applicable policies of the different 
authorities. Piers and docks, and other types of structures and works 
described in the special policies for Structures or Work in or Affecting 
Navigable Waters of the United States are the typical subjects of a general 
permit. The general and Section 404 discharge permit policies also apply in 
the Corps permit review and EPA and FWS "coordination" process [122]. 


Individual permits are issued to authorize specific structures or work 
under any of the four sets of authorities after notice, opportunity for a 
hearing and EPA and FWS "coordination" or consultation [123]. 


Letters of Permission are issued for minor structures or work not 
subject to the special policies of the Discharges of Dredged or Fill 
Material (Section 404) section of the regulations. These will generally be 
minor structures--docks, etc. 


There is no public notice for a letter of permission, but the EPA and 
FWS coordination procedures are followed before issuing the letter [124]. 


The Corps' permit decisions are highly decentralized. Its eleven 
Division Engineers and 36 District Engineers have substantial autonomy in 
the permit process. Applications are processed by the District Engineer, 
and if they are noncontroversial and meet the Corps standards, the District 
Engineer may issue a permit. The majority of applications fall into this 
category (Table 11). 


Timing of the application procedures depends in part on whether an 
EIS or public hearing is required and in part on other public and state 
and Federal agency comment. In general, public notice is issued within 15 
days of receipt of a complete application containing all required informa- 
tion. Public comments are normally received for 30 days after the 
publication of the notice, and in exceptional cases, for up to 75 days. An 
environmental assessment is also required for all permit applications to 
assist in determining whether an EIS will be required. The environmental 
assessment is prepared at the district level by the Engineering Section 
within approximately 90 days of permit application. 


Five different situations may result. The permit is denied or issued 
in draft form within 30 days of the last occurring event among the follow- 
ing [126]: 


1. Closing of the public notice comment period with no objections 
received, 


2. Receipt of notice of withdrawal of objections, 


3. Completion of "coordination" following applicant's rebuttal of 
objections, 
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Table 11. Steps for Issuance of Dredge and Fill Permits (U.S. 
Army Corps of Engineers). (Source: Reference 125) 


Step 1: The applicant submits project drawings and related informa- 
tion to the Corps District Engineer. The District 
Engineer may later require additional submissions to aid 
in environmental assessment or the preparation of an 
Environmental Impact Statement. 


Step 2: The District Engineer sends a public notice of the 
proposed work (except for letters of permission) to 
various interested parties, including adjacent property 
owners, state, local and federal agencies, local 
Senators and Congressmen, and any other individuals who 
have requested notices from that District. The "coordina- 
tion" or consultation process with FWS and EPA is 
initiated. 


Step 3: Comments received from this process are assembled and 
received by the District Engineer. He may share 
unfavorable comments with the applicant and encourage 
him to work out differences with others. Comments may 
also reveal issues that require an Environmental Impact 
Statement, if none had been required prior to the comment 
period. 


and/or 
A Draft EIS statement is prepared and offered for comment. 


Step 4: The District Engineer holds a public hearing if one is 
requested or required by the District Engineer; none is 
held if the District Engineer finds there is no 
substantial issue. 


Step 5: The permit application is evaluated by the Corps according 
to general policies and applicable specific policies. 
"Coordination" comments are considered. 


Step 6: The permit decision is made by the appropriate office of 
the Corps: District, Division or Washington. 


cee Eye SSSI SISSIES SSIES SSS 
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4. Closing of the record of a public hearing. 


5. Expiration of the 30 day waiting period following the filing of 
the final EIS. 


The Corps permit program provides for concurrent processing of permit 
applications with ether Federal, state and/or local authorizations or 
certifications. If other authorizations or certifications are not received, 
the Corps permit is denied without prejudice--an applicant may reinstate his 
application when the appropriate approval is received. The Corps solicits 
the views of the Governor to reconcile conflicting requirements or policy 
statements from within a state. Failure to comment or take action by any 
state or Federal agency within three months of public notice is treated as 
no objection to continued Corps processing of the permit application. As a 
part of concurrent processing, in those states with ongoing permit programs 
governing activities similar to activities regulated by the Corps program, 
the District Engineer may enter into formal joint processing agreements [127]. 


The District Engineer is primarily responsible for determining whether 
an Environmental Impact Statement (EIS) is required based on an environmental 
assessment, or comments or other information received after public notice 
or the "coordination" process. When an EIS will be prepared, the District 
Engineer may invite comment on factors or issues which should be addressed 
in the draft EIS. After the draft EIS is prepared, a public notice of its 
availability is issued, summarizing the principal arguments of the draft 
EIS. A public hearing may be held after circulating the notice and the 
draft EIS [128] 


Public hearings are favored for Section 404 Dredge and Fill and Ocean 
Dumping and other Federal project permits. If a hearing is requested by 
any person (or agency) after public notice, the District Engineer must 
schedule a hearing unless he finds there is no substantial issue or valid 
interest for consideration. Section 9 and 10 permit applications will be 
considered at a public hearing if the District Engineer receives a written 
request and finds there is sufficient public interest to warrant a 
hearing [129]. 


In some cases, objections from states via the Governor, from other 
Federal agencies, or from the public may cause the Division Engineer to 
review the application. In these cases, he assumes primary responsibility 
for the decision, directing the District Engineer to grant or deny a permit. 
A decision by the Division Engineer occurred in fewer than one hundred 
cases, out of some 15,000 permits granted by the Corps in 1975 [130]. 


Interagency "Coordination" or Consultation and Comment 


Comments from certain Federal agencies have special status in permit 
proceedings, either by statute (EPA) or by statute and agreement between 
agencies (FWS). Under the Fish and Wildlife Ccordination Act and NEPA, the 
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FWS reviews all the Corps' permit applications and may recommend conditions 
to reduce or mitigate impacts on fish and wildlife and their habitat and 
related public natural resources [131]. Most permits with conditions 
satisfactory to both FWS and the Corps are established at the district 

or division level. 


FWS procedures are outlined in The Navigable Waters Handbook and 
special guidelines for Oil and Gas Exploration and Development Activities 
reproduced in part in the Federal Register, December 1, 1975 [132]. The 
Service role is defined in relation to fish, wildlife and their associated 
habitat issues. The FWS has no veto in this process; its role in the Corps 
permit program is one of advice-giving on environmental issues. The Corps 
of Engineers must weigh the full spectrum of these and other issues before 
making the actual permit decision. 


EPA is also required to make a direct contribution to Corps permit 
evaluation, under Section 404 of the Federal Water Pollution Control Act 
Amendments of 1972. EPA guidelines call for evaluation of both physical 
and chemical-biological interactive effects on water quality. The key 
physical effect is filling wetlands; chemical-biological evaluation needs 
are determined on a case-by-case basis, with routine types of dredging 
usually exempted. The manpower which EPA has assigned to the 404 program 
is strictly limited, therefore, it analyzes only selected permit applica- 
tions. In the event that EPA agrees with the granting of the permit, it 
returns a note of no objection to the Corps. On some occasions, EPA has 
requested that the Corps turn down particular projects or add conditions 
when granting permits. Failure to notify the Corps within three months of 
public notice has the same effect as sending a note of no objection F133. 


3.3.2 Permits and Licenses for the Use of Federal Lands 


A detailed review of the management of public lands is beyond the 
scope of this report [134]. However, certain aspects of public lands 
management are more likely than other to influence OCS-related development. 
Rights-of-way for pipelines or other types of access are generally granted 
by the Bureau of Land Management in the Department of the Interior for 
ocean bottom and other BLM-managed lands. Other rights-of-way are granted 
by the Federal land management agency with management responsibilities. 

The Fish and Wildlife Service grants rights-of-way for land, such as 
refuges, that it manages [135]. 


The use of public lands for rights-of-way and similar purposes is 
called an "occupancy use." The Federal laws and regulations governing 
occupancy uses are numerous and varied. On some lands and in some cases 
a user may purchase title to the land. In others,only limited rights or 
licenses may be obtained. The environmental impact statement process 
sometimes gives the public and other agencies great leverage in this 
process, for instance in the trans-Alaska pipeline case [136]. Others 
such as short rights-of-way across park or forest lands on barrier islands 
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may not be seen as warranting an EIS in their own right, though they tie 
together large facilities. 


The "consistency" requirements of the Coastal Zone Management Act of 
1972 will have an uncertain effect on Federal public lands management. 
Though the Federal lands are excluded by the Federal law from a state's 
planning jurisdiction, the law directs Federal agencies "conducting or 
supporting activities directly affecting the coastal zone [the state 
planning area] [to] conduct or support those activities in a manner which 
is, to the maximum extent practicable, consistent with approved state 
management programs" [137]. Regulations require such consideration for 
activities on Federal lands [138]. 


The 1976 Amendments to the Coastal Zone Management Act strengthened 
this "consistency" provision with respect to coastal energy facilities, 
but also added specific planning requirements for coastal energy 
facilities. The implementation deadline for the new planning requirements 
is 1979, and may defer the impact of the "consistency" requirement for those 
facilities even in states which have otherwise approved plans [139]. 


3.3.3 Federal Programs Which Set Standards or Boundaries for Other Federal 
Actions in Specific Geographic Areas 


A number of Federal programs work indirectly to set special conditions 
on Federal actions, permits or licenses in specific geographic areas. The 
Fish and Wildlife Coordination Act, discussed earlier (Section 1.2.1) is 
one example of this type of authority. Others have special significance 
for the following coastal areas likely to be impacted in selecting sites 
for OCS-related onshore or nearshore development. 


Marine and Estuarine Sanctuaries 


The Office of Coastal Zone Management in the Department of Commerce 
has the responsibility for designating Estuarine and Marine Sanctuaries 
under the terms of the Coastal Zone Management Act of 1972 and the Marine 
Protection, Research and Sanctuaries Act of 1972 [140]. The President's 
1977 Environmental Message gave new impetus to the sanctuaries program [141]. 


Designation under the two acts follows somewhat different procedures. 
In either case after designation, protective management plans are developed 
for conservation, recreation, ecologic, and aesthetic values. The Office 
of Coastal Zone Management has issued regulations governing these programs. 
Both are in their early stages of implementation with limited funding [142]. 


Estuarine sanctuaries are normally Timited in number to one in each 
biogeographic area of the United States [143]. Eighteen or more sites 
could ultimately be designated. Under this program, Federal funds are 
devoted primarily to land acquisition; state funds must match acquisition 
dollars one for one and provide an ongoing management budget after Federal 
start-up assistance [144]. 


48 


The presence of an estuarine sanctuary near producing lease tracts 
should be significant, both as a data source and as an environmentally 
sensitive area-to be given special attentionin_impact—assessment, 


Marine sanctuaries could serve similar useful ends and would influence 
selection of right-of-way routes to' and from producing lease tracts. Neithe 
sanctuary area would be eligible for leasing or OCS-related develop- 
ment [145]. 


The Coastal Zone 


The Coastal Zone Management Act of 1972, as amended in 1976, gives a 
coastal state with a federally approved Coastal Zone Management Program 
substantial influence over coastal development sponsored by the Federal 
government or under Federal permits or license. 


States are allowed to establish a procedure to certify whether 
proposed permits or activities are "consistent" with their approved state 
programs. If the state objects to the permit or activity, the Secretary 
of Commerce must review the objection [146]. 


The 1976 Amendments to the Act specifically include energy related 
development on the Outer Continental Shelf under the "consistency" 
umbrella (see Appendix C). All Federal agency development activities 
within a state's approved coastal zone must be referred to the state for 
consistency review. Other Federal activities, including activities on 
excluded Federal lands, must be reviewed by the agency proposing the 
activity which makes its own determination of whether the activity will 
directly affect the coastal zone [147]. Federal permit or license programs 
in or directly affecting a state's coastal zone are subject to a different 
procedure. A state, as a part of its approved Coastal Zone Management 
Program, lists Federal license and permit activities it wishes to monitor 
for consistency [148]. It may specify geographic areas outside its coastal 
zone as well if activities located in these areas are likely to significant- 
ly affect the coastal zone. A state with an approved Program may also 
monitor unlisted activities through the A-95 or other cooperative review 
procedures. It may notify an agency of its intent to proceed with a 
consistency review within 45 days of the time it receives notice of the 
Federal activity in or significantly affecting its coastal zone [149]. 


The effect of consistency review on advisory roles for agencies such 
as the FWS is not clear. In some cases, regional offices have requested 
clarification from states. It is important to note that the right to 
advise and comment in consistency raview is a state right and delegation 
of other aspects of a State Coastal Zone Management Program may not 
result in delegation of consistency review [150]. 


As discussed in Section 3.3.2, the timing for implementation of these 
provisions is uncertain because of the requirement that a State Program 
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be Federally approved, and new planning elements required by the 1976 
Amendments to the Act. 


The Coastal Zone Management Act Amendments of 1976 also established 
a Coastal Energy Impact Program to provide aid to states and localities 
experiencing public development costs directly related to energy develop- 
ment [151]. The expanded consistency and planning requirements, discussed 
earlier, will be the source of development guidelines and policies for 
this program. A program of loan guarantees and grants-in-aid is also 
available to ensure reliable financing for public facilities and provide 
funds to mitigate environmental and recreational losses resulting from 
both past and future coastal energy development. 


The ten-year loan guarantee and grant-in-aid program is available 
to states and localities whether or not the state has an approved Coastal 
Zone Management Program. Funds are allocated according to complex formulas 
based on actual offshore production, and anticipated local energy-related 
development. The bulk of these funds and loan guarantees in early years will 
go to Louisiana and Alaska, with increasing proportions to other states as 
production and related facilities increase based on new leasing [152]. 


The Environmental/Recreational grant program (E/R Program) is of 
particular concern to the FWS in its review of Federal permits for OCS- 
related development. E/R grants are available to mitigate "unavoidable" 
impacts of OCS-related onshore development. Among other conditions an 
applicant for this type of grant must establish a fish, wildlife or habitat 
loss as unavoidable by showing that suitable mitigation could not be 
achieved through state or local regulatory programs. The grant is not 
available as an alternative to setting regulatory conditions to achieve 
maximum feasible mitigation. It is intended as a supplement to permit 
mitigation where there are no legally feasible mitigation conditions through 
regulatory programs. One result is to favor past damage for such E/R 
mitigation grants, because damage occurring prior to passage of the statute 
is effectively grandfathered out of this requirement [153]. 


"Section 208" Water Quality Planning Regions 


Section 208 of the Federal Water Pollution Control Act Amendments of 
1972 sets up a procedure under which states or designated regional agencies 
are asked to organize a regulatory program to control various types of point 
and non-point source pollution in cooperation with the Federal EPA. A state 
may designate a regional planning unit for areas which as a result of urban- 
industrial concentrations or other factors have substantial water quality 
control problems, or it may develop the program at the state level [154]. 


The law provides that the resulting areawide waste treatment management 
plan identify the treatment works necessary to meet the anticipated 
municipal and industrial waste treatment needs to meet water quality 
standards, including requirements for land acquisition. This "208 plan" 
must include a regulatory program for implementation and target [155]: 


50 


0 agriculturally and silviculturally related non-point sources 
0 mining 

0 construction 

o salt water intrusion into rivers, lakes and estuaries 

o solid waste disposal that affects groundwater. 


The governor of each state, in consultation with local governments and 
the public, identifies the 208 planning areas within a state and designates 
a planning agency for each area. Several governors may jointly agree to 
select a planning agency for interstate areas. Even without a formal state 
designation as a regional planning area, local governments may join together 
to the same end. These designations must be approved by EPA. The state acts 
as the planning agency if no special agency is designated for an area [156]. 


EPA provides funds to assist the regional and state planning agencies 
in developing their area-wide waste-treatment management plans. Procedures 
call for the grant application within one year after an agency has been 
designated. The Regional Office reviews the application and if approved, 
the Regional Administrator awards the grant [157]. The program has 
encountered difficulties in the Federal budgetary process, and has been 
hampered in execution by blocked appropriations [158]. 


Once the agency finishes the plan, the governor examines it for 
consistency with basin plans and state regulatory programs under other 
sections of the Act. Then, in consultation with the planning agency, the 
governor designates a wastewater treatment inanagement agency to implement 
the plan [159]. 


Endangered Species Habitat 


Under the Endangered Species Act of 1973, the Fish and Wildlife 
Service has been charged with the protection of certain listed plant and 
animal species and their habitats. Their authority is shared with the 
National Marine Fisheries Service [160]. 


The habitat protection program reaches Federal activities and work 
done under Federal permit or license [161]. 


Section 7. The Secretary shall review other programs 
administered by him and utilize such programs in furtherance 
of the purposes of this Act. All other Federal departments 
and agencies shall, in consultation with and with the 
assistance of the Secretary utilize their authorities in 
furtherance of the purposes of endangered species and 
threatened species listed pursuant to section 4 of this Act 
and by taking such action necessary to insure that actions 
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authorized, funded, or carried out by them do not jeopardize 
the continued existence of such endangered species and 
threatened species or result in the destruction or 
modification of habitat of such species which is determined 
by the Secretary, after consultation as appropriate with 

the affected States, to be critical. 


Over 200 endangered species have been listed. The complex task of implement- 
ing the statutory mandate is still underway. Recent court decisions inter- 
preting Section 7 have also proved controversial and may result in changes 

in its language. At this time, implementation relies mainly on the NEPA 

and Coordination Act review process to identify impacts on endangered 

species habitats associated with on and offshore OCS development [162]. 


3.4 FEDERAL PERMITS FOR OCS-RELATED INSHORE AND ONSHORE DEVELOPMENT 
ACTIVITIES 


Pipelines and deepwater ports are both directly regulated by the Depart- 
ment of Transportation. The Federal Power Commission also certifies gas 
pipelines. Industry standards for refineries under the Federal Water and 
Air Pollution Control Acts exemplify another form of direct Federal 
influence on OCS-related activity. These permits are required early in the 
development process. Other regulations such as the Occupational Safety 
and Health Administration (OSHA) rules may also apply, but are primarily 
directed at the operation of these facilities. We will not discuss these 
"operating" regulations since they are beyond the purview of FWS authority. 
Table 8 compares all OCS-related development activities discussed in this 
series and Federal permit or license requirements. 


3.4.1 Permits or Licenses for Oi] and Gas Pipelines 


Oil and gas pipelines are subject to regulation by the Department of 
Transportation, Materials Transportation Bureau (MTB) which sets safety 
and design standards [163]. Interstate gas pipelines go through an approval 
review with the Federal Power Commission before review by the Office of 
Pipeline Safety in the Department of Transportation (Figure 8 and 
Table 12) [166]. 


"Gathering lines," or the pipelines used to bring 011 or gas from a 
well to a collection point within an offshore field are regulated by USGS as 
part of its responsibility for offshore production [167]. All other pipelines 
in navigable waters require a permit from BLM for a right-of-way [168]. 


Ordinarily the FWS does not participate in reviewing DOT enforcement 
proceedings unless brought in because of a specific Service responstbility, 
for instance the Endangered Species Program [169]. The FWS responsibilities 
are outlined under S.0. 2974. The FWS comments on rights-of-way through 
navigable waters under the dredge and fill permit program, which is 
administered separately from these special pipeline safety provisions 
(see Section 3.3.1). 
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Figure 8. Regulatory procedures for pipelines (Source: Reference 164). 
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Table 12. Regulatory Responsibilities for Pipelines (Source: 
Reference 165) 
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Table 12 - Continued 


SITING 
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OF-WAY PERMITS 
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WORKER HEALTH 


AND SAFETY RATE MAKING 


OSHA: SAA 


ISSUES AND EN- 
FORCES REGULA- 
TIONS PERTAIN- 
ING TO DESIGN 
AND CONSTRUC- 
TION FOR OIL 
AND GAS PIPE- 
LINES: ALSO 
ISSUES AND EN- 
FORCES REGULA- 
TIONS PERTAIN- 
ING TO THE PIPE- 
LINE TRANSPOR- 
TATION OF 
HAZARDOUS 
MATERIALS AND 
PETROLEUM 
PRODUCTS 

BY CARRIERS 
ENGAGED IN 
INTERSTATE 
COMMERCE 


ABANDONMENT 


3.4.2 Deepwater Ports 


Deepwater port transshipment and processing facilities located beyond 
the three-mile limit of an adjacent coastal state's jurisdiction are 
licensed under the Deepwater Port Act of 1974, by the Secretary of 
Transportation. The U.S. Coast Guard has been given primary public 
management authority over design, construction and operation [170]. 


The associated nearshore and inshore facilities fall within the 
multiple jurisdictions and interests described elsewhere in this report, 
though nearshore deepwater facilities are also subject to U.S. Coast 
Guard controls on navigation and vessel safety [171]. 


Potential nearshore and inshore impacts and permit requirements under 
the Deepwater Port Act may be identified through the Act's “adjacent state" 
procedures. An "adjacent state" is defined as any state with a boundary 
within 15 miles of a deepwater port terminal or one through which a 
pipeline would run linking the terminal with shore facilities. The 
Secretary of Transportation may grant other governors' requests for 
adjacent state designation "if he determines that there is a risk of 
damage to the coastal environment of such state equal to or greater than 
the risk posed to a state directly connected by pipeline to the proposed 
deepwater port" [172]. 


The governor of an adjacent state: 

o Can veto an application for a deepwater port 

o Can propose stipulations on the license 

o Receives public notice of any application and required hearings 


o May set reasonable fees for the use of the port and related land 
based facilities to compensate environmental losses and 
administrative costs 


o May have access to certain industry information needed to deal 
with the impact of the port. 


The Secretary of Transportation coordinates other agency comment and 
related permit procedures through an Office of Deepwater Ports [173]. EPA 
has a statutory veto on licensing keyed to the Clean Air, Water Pollution 
Control, and Marine Sanctuaries Acts [174]. 


U.S. Coast Guard regulations governing the design and operation of 
these ports are found in the November 10, 1975 Federal Register [175]. 
They do not extend to nearshore and onshore facilities, though these must 
be described in a license application. The permits issued by the U.S. 
Coast Guard are valid for 20 years. 
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Fish and Wildlife Service interests might be alerted by the license 
application. FWS provides comments to the Deepwater Ports Board of the 
USCG on an application and submits joint comments with the Department of 
Commerce to review potential natural resource alterations and project 
options to reduce or mitigate these impacts. FWS would also be involved 
through additional nearshore and onshore permits described elsewhere in 
this section. 


3.4.3 Tanker Operations 


The U.S. Coast Guard is primarily responsible for surveillance and 
enforcement of safety and operating guidelines and regulations for tanker 
operations in U.S. waters. These are defined in considerable detail in the 
Code of Federal Regulations, Volume 33, Part 155, and Volume 46, Chapter 1. 
United States flag vesse!s and foreign flag vessels in U.S. domestic trade 
exceeding 150 tons are included under these provisions. Other regulatory 
authorities are outlined in Table 13. 


Oil spills from tankers fall under the Comprehensive 0i1 Pollution 
Liability and Compensation Act of 1975 which establishes a basis for 
liability for owners and operators of tankers and sets specific maximum 
amounts for liability. 


3.4.4 National Pollutant Discharge Elimination System (NPDES) 


The Federal Water Pollution Control Act Amendments of 1972 set goals 
of "swimmable" waters throughout the United States by 1983 and no discharge 
of pollutants into U.S. waters by 1985. Under this program permits, 
referred to as NPDES permits, are required for certain new sources of 
water pollution. The program is organized by category of source. 

National standards are set for each category [177]. 


The law allows the program to be delegated to states under the 
supervision of the Federal EPA. In 1977, 28 states had qualified to 
assume the implementation role from EPA [178]. 


The Environmental Impact Assessment process applies to these permits, 
but with a special set of rules that excludes permits for existing 
facilities. The FWS review is limited by the number of personnel required 
for review and extensive expertise in chemical pollutants among its field 
biologists. The Service does pay particular attention to thermal 
discharges or other unusual discharge characteristics with direct 
implications for fish and wildlife resources and their habitat. It may 
coordinate its comments with EPA and state agencies when difficult 
questions of this-type arise, to join-them in pressing for project 
modifications. 
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Table 13. 
Operations , 


Agencies with Authority Over Tanker 
(Source: 


Reference 176) 


Agency 


American Bureau of 
Shipping 


Federal Communications 
Commission 


Federal Maritime 
Commission 


Maritime Administration, 
U.S. Department of 
Commerce 


Occupational Safety and 
Health Administration, 
U.S. Department of Labor 


U.S. Coast Guard 


Jurisdiction, Statutes 
Codes 


Classifies all merchant 
vessels as to hull integrity, 
seaworthiness, cargo 
capability, etc.; Rules for 
Building and Classing Steel 
Vessels. 


Requires vessel bridge-to- 
bridge radiotelephone on 
all large vessels; 47 CFR, 
Parts 81 and 83. 


Certifies financial 
responsibility; Federal 
Water Pollution Control Act, 
46 CFR, Part 452. 


Reviews and approves conceptual 
engineering design 
specifications and drawings; 
Merchant Marine Act, Title XI. 


Approves construction and 
operation of facilities 
according to regulations 
governing the general safety 
of workers. 


Approves vessel design and 
operations; regulates safe 
shipping practices; Dangerous 
Cargo Act and Ports and 
Waterways Safety Act. 


Requires hull markings which 
indicate maximum load depths 
on large merchant vessels; 
46 CFR Section 2.85-1 and 

46 CFR Part 42. 


Issues Certificates for Cargo 
Ship Safety Equipment; 46 
CFR, Section 31.40-10 


Regulates citizenry, competence 
and physical condition of 
crew; 46 CFR, Parts 10-16. 


Documents ownership of vessel, 
registration, and place of 
construction for vessels which 
operate between points in the 
U.S.3 46 U.S.C. Sections 11-63, 
251-355; 46 CFR. 


Regulates oi] transfer operations 


between vessels and shoreside 
facilities; 33 CFR 154-156. 
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Lease stipulations are proposed in the notice of sale. For example: 


Lease Terms and Stipulations 


12. Leases issued as a result of this sale will be on Form 
3300-1 (February 1971) as modified in accordance with this 
paragraph, and will contain one or more of the following 
stipulations and will exclude the following language from 
section 3(a)(1), paragraph 3, sentence 2 of Form 3300-1, 

"x * * and gas used for purposes of production from and operations 
upon the leased area or unavoidable lost * * *." 
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Stipulation No. 1. (To apply to all leases resulting from this 
lease sale.) 


(a) If the Supervisor, having reason to believe that a site, 
Structure, or object of historical or archaeological 
significance, hereinafter referred to as "cultural 
resource", may exist in the lease area, shall, within 
one year from the effective date of this lease, give the 
lessee written notice that the lessor is invoking the 
provisions of this stipulation, the lessee shall 
immediately upon receipt of such notice comply with the 
following requirements: 


Prior to any drilling activity or the construction or 
placement of any structure for exploration or development 
on the lease, including, but not limited to, well drill- 
ing and pipeline and platform placement, hereinafter 
referred to as "operation", the lessee shall conduct 
geophysical surveys to determine the potential existence 
of any cultural resource that may be affected by such 
operation. All data produced by such geophysical 

Surveys shall be examined by a qualified marine archaeolo- 
gist or archaeological surveyor to determine if anomalies 
are present which suggest the existence of a cultural 
resource that may be adversely affected by any lease 
operation. If such anomalies exist, the lessee shall: 
(1) locate the site of such operation so as not to 
adversely affect the anomaly identified; or (2) 
establish, to the satisfaction of the Supervisor, on the 
basis of further archaeological investigation conducted 
by a qualified marine archaeological surveyor using such 
Survey equipment and techniques as deemed necessary by 
said archaeological surveyor with the concurrence of the 
Supervisor, either that such operation will not adversely 
affect the anomaly identified or that the potential 
cultural resource suggested by the occurrence of the 
anomaly does not exist. 


Upon completion of any geophysical or other survey conducted 
for archaeological purposes, the lessee shali forward a 
report prepared by the marine archaeologist or 
archaeological surveyor to the Supervisor for his review. 
Should the Supervisor determine that the existence of a 
cultural resource which may be adversely affected by 

such operation is sufficiently established to warrant 
protection, the lessee shall take no action that may 
result in an adverse effect on such cultural resource 
until the Supervisor has given directions as to its 
disposition.* 


*Cultural resources will be handled according to procedures outlined in 
36 CFR, Part 800 (Federal Register, January 25, 1974). 
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(b) Structures for drilling or production, including pipelines, 
shall be kept to the minimum necessary for proper explora- 
tion, development, and production, and to the greatest 
extent consistent therewith, shall be placed so as not 
to interfere with other significant uses of the Outer 
Continental Shelf including commercial fishing. To this 
end, no structure for drilling or production, including 
pipelines, may be placed on the Outer Continental Shelf 
until the Supervisor has found that the structure is 
necessary for the proper exploration, development and 
production of the lease area and that no reasonable 
alternative placement would cause less interference with 
other significant uses of the Outer Continental Shelf 
including commercial fishing. The lessee's exploratory 
and development plans, filed under 30 CFR 250.34, shall 
identify the anticipated placement and grouping of 
necessary structures, including pipelines, showing how 
such placement and grouping will have the minimum 
practicable effect on other significant uses of the 
Outer Continental Shelf including commercial fishing. 


(c) The lessee shall have the pollution containment and removal 
equipment available as required by OCS Order No. 7, of 
August 28, 1969, as may be amended. After notification 
by the Operator to the Supervisor of a significant oi} 
spill as defined by OCS Order No. 7, or an oil spill of 
any size or quantity which cannot be immediately controlled, 
the operator shall immediately deploy the appropriate 
equipment to the site of the oi] spill, unless, because of 
weather and attendant safety of personnel the Supervisor 
shall modify this requirement. 


Stipulation No. 2. (To apply to leases resulting from this 
lease sale on tracts 41-25, 41-26 and 41-29.) 


No structures, drilling rigs, or pipelines will be allowed 
within the aliquots established for the East and West 
Flower Garden Banks: 

East Flower Garden Bank 
Tract 41-25 
WsSWaNW3g; SE%SWNW4; WsSW4; WsESSW%; SEXSEXSW% 
Tract 41-26 


SWYNEXNEX; SNWENES; SNE%; SE%NEXNW; N%SSE%NW 5 
SE%SE%4NWs; NE%SW; NsSE%SWe; SE%SE%SWe; SE% 
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West Flower Garden Bank 
Tract 41-29 


NWsSWHNE%s; S3S%NE%; SE4NWs; NESW; NE%NWsSW5 
SSNW4SW 5 SSW; SE% 


Exploration and development operations are permitted 
within the circle outside above aliquots, with radius 
of 20,064 feet around point P; located by X = 3,742,875, 
Y = 71,280 for East Flower Garden and X = 3,674,965, 
Y = 50,690 for West Flower Garden (Texas Lambert System). 


Operations in this zone are restricted as follows: Drill 
cuttings and drilling muds must be disposed of by shunting 
the material to the bottom through a downpipe that 
terminates an appropriate distance from the bottom as 
determined by the Supervisor; however, if the shunting 
method is not adequate to protect the unique character 
of the subject area, then the Supervisor will require 
barging the material a minimum of ten miles from any 

25 fathom isobath surrounding live reef-building coral 
before disposal. Should barging be the method selected, 
disposal sites must be approved by the Supervisor. 


No garbage, untreated sewage, or other solid waste shal] 
be disposed from vessels (work-boats, crew-boats, supply 
boats, pipe-laying vessels) during exploration, 
development and production operations within the area of 
the bank described above for exploration and development 
operations. No drilling permits will be issued by the 
Supervisor until he has found that the lessee's explora- 
tion and development plan filed under 30 CFR 250.34 is 
adequate to insure that exploration and production 
operations in the leased area will have minimum adverse 
effect on the biotic community of high value reef sites 
on the Flower Garden Banks. As a part of the development 
plan, a reef monitoring program must be included. 


The monitoring program will be designed to assess the 
affects of oi] and gas exploration and development 
operations on the viability of the coral reefs. The 
development plan should indicate that the monitoring 
program will be conducted by qualified independent 
scientific personnel anc¢ that program personnel and 
equipment will be available at the time of operations. 
The monitoring team will submit its findings to the 
Supervisor on an interim on-going basis, or immediately 
in case of imminent danger to the reefs resulting 
directly from drilling or other operations. 


65 


Stipulation No. 3. (To apply to leases resulting from this 
lease sale on tracts 41-7, 41-30, 41-35, 41-37, 41-47, 41-53, 
41-63, 41-71, 41-72, 41-77, 41-78, 41-79, 41-80, 41-88, 41-92, 
41-95, 41-96,.41-102, 41-104, 41-105, 41-106, 41-107, 41-113, 
41-114, and 41-115.) 


The lessee agrees that, prior to any drilling activity or 
placement of any permanent production structures, he 

will submit as part of his exploration and/or development 
plan, geophysical or other data on seafloor features 
sufficient to prove to the Supervisor's satisfaction that 
conflict with any fishing activities in these areas will 
be kept to a minimum. Included in the exploration and/or 
development plan will be the bottom mapping of the 
proposed drilling sites. On the basis of proximity to 
topographic features, as determined from the data, these 
sites should be so located as to cause minimal conflict 
with any fishing activities in these areas. The afore- 
mentioned exploration and/or development plan must be 
submitted to the Supervisor for approval. 


Drill cuttings and drilling muds must be disposed of by 
shunting the materials to the bottom through a downpipe 
that terminates an appropriate distance from the bottom 
or by other appropriate methods if determined by the 
Supervisor to be necessary to protect the unique 
character of the subject area. 


No drilling permits will be issued by the Supervisor until 
he has found that the lessee's exploration and/or 
development plan filed under 30 CFR 250.34 is adequate to 
insure that exploration and production operations in the 
lease area will have a minimal adverse effect upon any 
fishing activities on these tracts. 


Stipulation No. 4. (To apply to leases resulting from this 
lease sale on tracts 41-73 and 41-76 thru 41-135.) 


If a pipeline is technically and economically feasible, 
no oil production will be transported by barge from this 
offshore lease to onshore facilities in the States of 
Florida, Mississippi and Alabama except in case of 
emergency or unusual circumstances. Determination as to 
emergency or other conditions and the technical and 
economic feasibility of pipeline installation wiTl be 
made by the Supervisor. For continuous production, 
transportation of oi] by barge from this lease to 
onshore facilities in the States of Florida, Mississippi, 
and Alabama will not be permitted. 
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62. 
63. 
64. 


Stipulation No. 5. (To apply to leases resulting from this 
lease sale on tracts 41-1, 41-2, 41-76 thru 41-84, and 41-117 
thru 41-128.) 


Whether or not compensation for such damage or injury might 
be due under a theory of strict or absolute liability or 
otherwise, the lessee assumes all risks of damage or 
injury to persons or property, which occurs in, on, or 
above the Outer Continental Shelf, to any persons or 
persons or to any property of any person or persons who 
are agents, employees or invitees of the lessee, its 
agents, independent contractors or subcontractors doing 
business with the lessee in connection with any activities 
being performed by the lessee in, on, or above the Outer 
Continental Shelf, if such injury or damage to such 

person or property occurs by reason of the activities of 
any agency of the U.S. Government, its contractors or 
subcontractors, or any of their officers, agents or 
employees, being conducted as a part of, or in connection 
with, the programs and activities of the Gulf Test Range, 
the Pensacola Naval Air Station, Eglin Air Force Base, 
MacDill Air Force Base, Tyndall Air Force Base or Naval 
Air Advance Training Command, Naval Air Station, Corpus 
Christi, Texas. The lessee assumes this risk whether such 
injury or damage is caused in whole or in part by any 

act or omission, regardless of negligence or fault, 

of the United States, its contractors or subcontractors, 
or any of their officers, agents, or employees. The 
lessee further agrees to indemnify and save harmless the 
United States against all claims for loss, damage, or 
injury sustained by the lessee, and to indemnify and save 
harmless the United States against, and to defend at its 
own expense the United States against, all claims for 
loss, damage, or injury sustained by the agents, employees, 
or invitees of the lessee, its agents or any independent 
contractors or subcontractors doing business with the lesse 
in connection with the programs and activities of the 
aforementioned military installations, whether the same 

be caused in whole or in part by the negligence or fault 
of the United States, its contractors, or subcontractors, 
or any of their officers, agents, or employees and whether 
such claims might be sustained under theories of strict 

or absolute liability or otherwise. 


See note 39. 
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APPENDIX A 


Due Process and the"Taking Issue" 


Government regulation of development raises a powerful myth, that 
suggests the Fifth Amendment to the United States Constitution-- 
"...nor shall private property be taken" from regulation which restricts 
use of property. Likewise, there is a spreading fear that government at 
all levels can take private land for public use without paying compensa- 
tion through zoning and environmental regulations. Though unfounded, the 
fear is fostered by the exceedingly complex ownership and regulatory 
situation posed by coastal water areas and resulting restrictions on 
private use. 


A landowner whose land is slated for expropriation as a recreation 
area or public refuge is protected by the Fifth Amendment. Acquisition 
procedures are watched closely by legal counsel and protected in the 
courts. Acquisition must be for legitimate public purposes (which may be 
questioned in court) and the government must provide "just compensation," 
usually defined at the fair market value of the property excluding any 
influence from the proposed public improvements. The taking issue does not 
arise because the issues are clear-cut and legislation defines the 
procedures for expropriation and compensation [1]. 


However, some of the objectives served by the publicly acquired wild- 
life refuge--protection of endangered species; water quality; and wetlands 
function--also may be legitimate regulatory objectives under the Commerce 
Clause for the Federal Government and the Police Power of the State. A 
regulation adopted to serve these purposes may substantially restrict the 
use of land without any provision for compensation and still pass the 
constitutional tests. Depending on the general position of a state's 
courts, the probability of success in a court challenge to eliminate 
restrictions on use may range from slight to substantial. 


The uncertainty is compounded by the absence of clear rules from the 
U.S. Supreme Court. The classic constitutional test for invalidity has 
been described as a balancing of the public purpose of a regulation 
against the private harm borne by a landowner; if the balance tips in favor 
of the landowner, the regulation is unconstitutional and invalid. In most 
cases, courts arrive at the Supreme Court rule in the famous Pennsylvania 


1Based in part on an article by the author appearing in OCEANUS, Vol. 19, 
No. 5, fall 1976, (Woods Hole Oceanographic Institution, Woods Hole, 
Massachusetts). 
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Coal case: "The general rule at least is, that while property may be 
regulated to a certain extent, if regulation goes too far it will be 
recognized as a taking" [2]. 


The most important factors that affect the rule applied in water areas 
are: (1) the public purpose served by the regulation which might be 
challenged; (2) competing public interests in the affected property (ease- 
ments, public trust, navigation servitude); (3) loss of value. None give a 
firm guide to the constitutional limits of government regulation, but they 
form the first point of reference. 


Public Purpose 


Regulations for the public protection of wetlands and estuarine areas 
find their roots in the constitutional right to protect public health, 
safety and the general welfare, and the commerce power of the Federal 
government. Early regulations were adopted to prohibit nuisances such as 
noise, odor or dirt. Nineteenth Century coastal restrictions covered sand 
and gravel removal that threatened protective natural features. A 
Massachusetts court asked to review the efforts of Plymouth to protect its 
harbors, beaches and bars in the 1850's saw a prohibition on gravel removal 
as a natural and legitimate objective [3]. 


Resource management purposes were viewed with skepticism however, by 
the courts a century later as regulations for floodplains, wetlands and 
water quality began to emerge. Some courts looked to intended uses to 
describe purpose. For example, a zone for meadows conservation that only 
permitted power lines, radio transmission towers and other public and 
quasi-public uses along with farming was held invalid in New Jersey. The 
court viewed the zoning provision as an inappropriate effort to acquire 
public rights in private property. 


New Jersey's courts have since indicated approval of floodplain 
zoning and wetlands management, although their earlier strong statement 
about the acquisition of public rights through regulation remains influential 
and has not been overruled [4]. 


Apparently similar restrictions on development may result in different 
court positions on the taking issue. Some commentators describe some public 
purposes as "heavyweights" in the balancing test, that justify especially 
tough restrictions on an activity. Actions to block or even eliminate 
safety hazards like rock quarries in urban areas, or dirty industry are 
traditional heavyweights. Regulations for these "nuisance" purposes have 
been the type most frequently considered by the U.S. Supreme Court. Its 
rejection of taking arguments makes clear the fact that regulation may 
have a substantial impact on value. But the Court has not reviewed the 
hard cases. 
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These are exemplified by aesthetic judgments such as public decisions 
on landscape and architectural design. A long battle over removal of 
unsightly advertising signs has fueled this legal discussion. Complex 
amortization and compensation provisions are often added to this type of 
regulation to adjust the balance of public purpose and private harm. 


Coastal environmental legislation does not clearly fit into either 
category. As coastal ecosystem diagnosis becomes more precise, nuisance- 
like health, safety and welfare effects are more easily identified. But 
in the interim, courts have been influenced by legislative findings that 
capsulize the considerations that support particular regulatory programs. 


In California, the San Francisco Bay Conservation and Development 
Commission benefited greatly from a strong legislative statement in defense 
of the Bay in its authorizing legislation. Initial court challenges to 
tough dredge and fill regulations were rebuffed with references to the 
clear objectives the legislature had set out. The courts found the power 
to regulate land uses in such sensitive areas "develops, within reason, to 
meet the changed and changing conditions [of the present day]" [5]. 


Competing Public Interest in the Affected Property 


In or near water areas, government agencies can sometimes claim a 
preexisting public interest in coastal land to further justify strict 
regulation and sidestep constitutional challenge. The navigation 
servitude from the Zabel v. Tabb case offers one example where Federal 
courts allowed the denial of a dredge and fill permit based on environment- 
al considerations and the servitude [6]. 


State and local regulations often require the dedication of public 
accessways in certain development situations, most frequently with the 
subdivision of land. The rationale is the same as that used when land for 
streets is required by local government in a new development. Court rulings 
on this issue vary from state to state but several states have a clear line 
defining what is and is not a constitutional dedication requirement, often 
permitting substantial mandatory land dedications. 


The legal rules surrounding the "public trust" in tidelands and 
adjoining shorelands also frequently provide opportunities to sidestep the 
taking question. In the early 19th century it was an established principle 
that title to tidal wetlands was reserved to the states with the creation 
of the Federal Union. In 1842 the U.S. Supreme Court reviewed the extent 
of these rights and agreed that earlier grants to private persons were 
subject to the public's rights held in trust by the state. 


The notion has evolved differently in each of the coastal states. 
In general, the argument says that title remains in the state because the 
state holds title for the public trust. Grants for particular uses such 
as wharfage and excavation may be valid, but regardless of the nature 
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of the grant, there is a residual public interest which may be 
asserted. 


Unlike the legal principles surrounding dedication of property, 
the public trust remains a fuzzy subject area. Maryland's highest court 
approved legislation reasserting state title in "lands under the 
navigable waters of the state below the mean high tide, which are affected 
by the regular rise and fall of the tide." When riparian owners claimed a 
right to remove sand and gravel, their claim was disapproved because of the 
preexisting state right defined in the statute [7]. 


The state cannot destroy the public trust merely by selling the land. 
The doctrine protects against short sighted stewardship of the public 
resource. In most situations when private rights are granted, the public 
trust can be reasserted after the passage of time or changes in the law or 
conditions of use. 


In the Just v. Marinette County case, the Wisconsin Supreme Court was 
asked to review a 1966 Shoreland Protection Act ordinance that had been 
adopted by the county. The Just's owned lakefront lots and began filling 
the shorefront swamp contrary to the ordinance which required a special 
permit for fill [8]. 


The court carried the public trust notion beyond traditional 
navigability. It was linked to an explanation of the heavyweight purposes 
served by the shoreland protection program. The court emphasized the 
special relationship between lands adjacent to and near navigable waters: 


What makes this case different from most condemnation or policy 
power zoning cases is the interrelationship of the wetlands, 
the swamps and the natural environment of shorelands to the 
purity of the water and to such natural resources as 
navigation, fishing, and scenic beauty. Swamps and 

wetlands were once considered wasteland, undesirable, and 
not picturesque. But as the people became more 
sophisticated, an appreciation was acquired that swamps and 
wetlands serve a vital role in nature and are essential 

to the purity of the water in our lakes and streams. 

Swamps and wetlands are a necessary part of the ecological 
creation and now, even to the uninitiated, possess their 
own beauty in nature. 


The court went on to cite cases supporting its conclusion that "the 
active public trust duty of the state of Wisconsin in respect to navigable 
waters requires the state not only to promote navigation but also to 
protect and preserve those waters for fishing recreation and scenic 
beauty. 
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Value 


Value loss is an unreliable indicator of the constitutionality of a 
regulation, though it provides a quick reference to sources of 
controversy. Heavyweight nuisance abatement regulations often apply even 
when they result in actual cash losses or a high percentage reduction in 
land value. In other situations, the inability to pursue a modest 
improvement program may be sufficient to tip the balance against public 
purpose and invalidate a regulation. In coastal areas the question is 
further complicated by the opportunities to sidestep the constitutional 
issue discussed in the previous section. 


The Wisconsin Supreme Court offered a lesson on the tough implications 
of the interaction of these factors: 


It seems to us that filling a swamp not otherwise commercially 
usable is not in and of itself an existing use, which is 
prevented, but rather is the preparation for some future use 
which is not indigenous to a swamp. Too much stress is laid 
on the right of an owner to change commercially valueless 

land when that change does damage to the rights of the 

public. 


The Just's argued their property has been depreciated in 
value. But this depreciation of value is not based on the 
use of the land in its natural state but on what the land 
would be worth if it could be filled and used for the 
location of a dwelling. While loss of value is to be 
considered in determining whether a restriction is a 
constructive taking, value based upon changing the character 
of the land at the expense of harm to public rights is not 
an essential factor or controlling. [9] 


Other "heavyweight" situations relating to nuisance have been reviewed 
by the U.S. Supreme Court and it has made it clear that loss in value, even 
80 percent and more, is not the sole criterion in marking constitutional 
limits on regulation. These situations, however, for example closing a 
gravel pit, do not easily translate into the ecological perspective of 
estuarine and wetlands management. 


State courts have taken many tacks in facing the issue. A recent 
New Jersey discussion of wetlands management applied a "practical use" 
test. A permit program that allowed a number of use options if environ- 
mental standards were met did not "deny all practical use" and therefore 
did not overstep the constitutional limit [10]. 


The New Jersey decision seems to reflect the mainstream. Where there 


are strong declarations of public policy and a public agency cannot 
sidestep the constitutional question, relief is available not for a 
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particular degree of economic harm, but when no practical use for the 
property is allowed. 


A successful court challenge usually results in the invalidation of 
the challenged regulation. Typically a property owner will not collect 
money as a result. To provide a compensation alternative, some states have 
adopted laws requiring actual compensation. This process can lead to 
another legal quagmire, the Catch 22 of the regulation-taking issue. 

Where the law requires compensation only when a regulation exceeds 
constitutional limits, it effectively pushes all regulated landowners into 
loss of development value position, and allows compensation only in those 
few cases where it pushed too far. The occasional compensation may be 
just for the individual who wins, but it provides little justice for 

those who fall barely outside the reach of the compensation requirement or 
cannot afford court review. 


To review the argument, a valid regulation may result in substantial 
loss in value for a parcel of property. But valuation for compensation in 
the event the regulation oversteps the constitutional limit must ignore 
the regulation (it is invalid) and would usually require just compensation 
at the full fair market value. The results parallel the public refuge-- 
regulated wetland analogy. Most regulated property owners receive no 
compensation. Those who demonstrate the extreme circumstances that 
justify a court finding of a "taking" (and the costs of litigation) get 
full compensation in the typical statutory compensation scheme. Usually 
no middle ground remains to soften the effect of touch but valid 
regulations for those who must continue to live with them. 


Professor John Costomis has begun a dialogue on a judicial option 
for dealing with this problem in a recent article describing the 
"accommodation power." (Columbia Law Review, January 1976). Crudely 
described, the power he advocates would permit partial compensation 
awards by the courts in the grey area between valid regulation and clear 
taking for public use. In another forthcoming study, Professor Donald 
Hagman also explores "windfalls for wipeouts" as another approach to the 
compensation issue. Unless a legislative or judicial solution of this 
sort emerges, there is likely to be continuing controversy over the 
constitutional limits on regulation for wetlands and estuarine 
management [11]. 
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APPENDIX B 


State and Local Roles in Nearshore/Onshore 
OCS Development Permitting’ 


Site locations in nearshore and onshore areas are significantly 
affected by state and local laws and regulations. The interaction of land 
and water requirements for a site, and the number of acres used for 
storage and industrial activity govern the extent of applications to 
state and local governments for zoning and related permits. Permits or 
approvals required before construction may begin typically include one 
or more of the following: 


0 zoning use designation 
© permission to subdivide land ownership 


o certification of flood proofing and location outside highest 
flood hazard areas 


o wetlands conservation or impact mitigation 


o site alteration assurance to guard against erosion or drainage 
alteration 


o dredge and fill permit (state) 


Permission under many of these types of regulations may usually be denied 
as a matter of state (or local) policy at any point in a sponsor's 
planning process before construction begins. Because of this, local 
assurance such as zoning approval are often sought well before applica- 
tions for Federal permits are submitted. 


The Tenth Amendment to the Constitution reserves this "public power" 
authority to the States. They in turn have assigned land use regulation 
primarily to local governments for the last 50 years. 

Recent dramatic changes in approach are now being considered and 
implemented: 


1See John Clark, Coastal Ecosystems Management (John Wiley & Sons (1977), 
Chapter 5. 
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In attempting to cope with the myriad of problems, States 
have sought to regulate development by a variety of means. 
The States have come to realize that the dependence of 

local government on property taxes for support has fostered an 
inherent conflict when they are petitioned by the developer. 
The resolution of this conflict of tax base versus social, 
environmental, or aesthetic interests of the region also 

has serious political ramifications. The fact that the 
decisionmaking power rests in local hands does not cause 
these problems; the defect is that the criteria for decision- 
making are exclusively local, even when the interests 
affected are far more comprehensive. 


In recent years there has been a renaissance of state initiatives to 
manage aspects of the development process. Well over one half the states 
have approved measures dealing with basic environmental problems on 
numerous fronts, land management receiving the greatest attention. An 
array of statutes imposing controls on subdivisions, wetlands, natural 
areas and strip mining have been passed. New statutes also include air 
and water pollution control, solid waste disposal, dredging, and the 
protection of endangered species. Many have a relatively narrow focus-~ 
agricultural lands, "critical areas" or the coastal zone. 


The first major exercise of the state police power through zoning 
occurred in 1961 when Hawaii enacted a comprehensive statewide zoning 
plan. The plan eventually set up four classifications of land within 
the state: agricultural, conservation, urban, and rural. Under this 
legislation the state determined the policy for development, allowing 
local input in the administration of the zoning program. 


Many other states have taken back the authority over privately owned 
coastal wetlands and require state or coordinated state-local review and 
permit approval for any uses that might be potentially damaging to the 
coastal ecosystem. These programs have a variety of declared purposes, 
the most prevalent of which are to conserve fish and wildlife resources, 
to protect ecosystems, and to control development (Table 1). 


It is clear that the authority remains with the states to legislate 
in this way for the promotion of health, safety, and welfare of their 
citizens. There is no constitutional necessity for the delegation of all 
of the power to the local governments. The courts have consistently 
sustained a state's regulatory authority in the field of land management, 
even at the risk of circumscribing the seemingly traditional rights of the 
landowner or local authorities. 


Regional planning commissions also exist in most metropolitan areas. 
They attempt to deal with the growth and development problems affecting 
the area they serve. Typically they group local officials who act as 
delegates to the regional unit. With few powers beyond consultation, 
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Table 1. Purposes of Wetlands and Other Coastal-Oriented 
Environmental Regulatory Programs of Certain States 
(Source: Steven Zwicky and John Clark. 1973. "“Environ- 
mental Protection Motivation in Coastal Zone Land-Use 


Legislation." Coastal Zone Management Journal, Vole, be 
No. 1, Fall 1973) 
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and frequently divided membership, these units have mainly devoted their 

attention to roads, airports and sewage where regional links are crucial. 
Certain Federal grant requirements condition requests for funds on review 
by a regional agency in what is referred to as the A-95 process. 


In addition, many special sub-state public authorities and districts 
exist to handle areawide problems outside the local government structure. 
This proliferation of overlapping governments often adds a confusing number 
of voices to large scale development application reviews. The greatest 
power to affect land management typically remains at the local level of 
government. 


Often the tools are in the hands of the town but in many areas of 
this country the county provides the planning and zoning administration. 
The effectiveness of the process is dependent upon the municipal or county 
administrative program, requiring the concerted effort and support of all 
officials, and citizens. The legislative body, zoning administrative 
officer, board of appeals, planning departments, planning board, municipal 
or county attorney, and the many other interested agencies have concurrent 
responsibilities. 
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APPENDIX C 


Consistency Requirements of the Federal Coastal Zone Management Act of 
1972. Source: Federal Coastal Zone Management Act of 1972, Section 
307. As amended 1976. 


COORDINATION AND COOPERATION 


SEC. 307. (a) In carrying out his functions and respon- 
sibilities under this title, the Secretary shall consult with, 
cooperate with, and, to the maximum extent practicable, 
coordinate his activities with other interested Federal 
agencies. 

(b) The Secretary shall not approve the management 
program submitted by a state pursuant to section 306 un- 
less the views of Federal agencies principally affected by 
such program have been adequately considered. 

(c)(1) Each Federal agency conducting or supporting 
activities directly affecting the coastal zone shall cohduct 
or support those activities in a manner which is, to the 
maximum extent practicable, consistent with approved 
state management programs. 

(2) Any Federal agency which shall undertake any 
development project in the coastal zone of a state shall 
insure that the project is, to the maximum extent prac- 
ticable, consistent with approved state management 
programs. 

(3)(A) After final approval by the Secretary of a state's 
management program, any applicant for a required 
Federal license or permit to conduct an activity affecting 
land or water uses in the coastal zone of that state shall 
provide in the application to the licensing or permitting 
agency a certification that the proposed activity complies 

_with the state’s approved program and that such activity 
will be conducted in a manner consistent with the 
program. At the same time, the applicant shall furnish to 
the state or its designated agency a copy of the certifica- 
tion, with all necessary information and data. Each 
coastal state shall establish procedures for public notice 
in the case of all such certifications and, to the extent it 
deems appropriate, procedures for public hearings in 
connection therewith. At the earliest practicable time, the 
state or its designated agency shall notify the Federal 
agency concerned that the state concurs with or objects to 
the applicant’s certification. If the state or its designated 
agency fails to furnish the required notification within six 
months after receipt of its copy of the applicant’s cer- 
tification, the state’s concurrence with the certification 
shall be conclusively presumed. No license or permit 
shall be granted by the Federal agency until the state or 
its designated agency has concurred with the applicant’s 
certification or until, by the state’s failure to act, the con- 
currence is conclusively presumed, unless the Secretary, 
on his own initiative or upon appeal by the applicant, 
finds, after providing a reasonable opportunity for detail- 
ed comments from the Federal agency involved and from 
the state, that the activity is consistent with the objectives 
of this title or is otherwise necessary in the interest of 
national security. 

(B) After the management program of any coastal 
state has been approved by the Secretary under section 
306, any person who submits to the Secretary of the 
Interior any plan for the exploration or development of, 
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or production from, any area which has been leased ui 
der the Outer Continental Shelf Lands Act (43 U.S.C. 
1331 et seq.) and regulations under such Act shall, with 
respect to any exploration, development, or production 
described in such plan and affecting any land use or water 
use in the coastal zone of such state, attach to such plana 
certification ttrat each activity which is described in detail 
in such plan complies with such state’s approved manage- 
ment program and will be carried out in a manner consis- 
tent with such program. No Federal official or agency 
shall grant such person any license or permit for any ac- 
tivity described in detail in such plan until such state or 
its designated agency receives a copy of such certification 
and plan, together with any other necessary data and in- 
formation, and until — 

(1) such state or its designated agency, in accordance 
with the procedures required to be established by such 
state pursuant to subparagraph (A), concurs with such 
person's certification and notifies the Secretary and the 
Secretary of the Interior of such concurrence, 

(ii) concurrence by such state with such certification is 
conclusively presumed, as provided for in subparagraph 
(A); or 

(iii) the Secretary finds, pursuant to subparagraph (A), 
that each activity which is described in detail in such plan 
is consistent with the objectives of this title or 1s 
otherwise necessary in the interest of national security. 

If a state concurs or is conclusively presumed to con- 
cur, or if the Secretary makes such a finding, the 
provisions of subparagraph (A) are not applicable with 
respect to such person, such state, and any Federal 
license or permit which is required to conduct any activi- 
ty affecting land uses or water uses in the coastal zone of 
such state which is descr!bed in detail in the plan to which 
such concurrence or finding applies. If such state objects 
to such certification and if the Secretary fails to make a 
finding under clause (iii) with respect to such certifica- 
tion, or if such person fails substantially to comply with 
such plan as submitted, such person shall submit an 
amendment to such plan, or a new plan, to the Secretary 
of the Interior. With respect to any amendment or new 
plan submitted to the Secretary of the Interior pursuant 
to the preceding sentence, the applicable time period for 
purposes of concurrence by conclusive presumption un- 
der subparagraph (A) is 3 months. 

(d) State and local governments submitting 
applications for Federal assistance under other Federal 
programs affecting the coastal zone shall indicate the 
views of the appropriate state or local agency as to the 
relationship of such activities to the approved manage- 
ment program for the coastal zone. Such applications 
shall be submitted and coordinated in accordance with 
the provisions of title IV of the Intergovernmental Coor- 
dination Act of 1968 (82 Stat. 1098). Federal agencies 
shall not approve proposed projects that are inconsistent 


with a coastal state’s management program, except upon 
a finding by the Secretary that such project is consistent 
with the purposes of this title or necessary in the interest 
of national security. 

(e) Nothing in this title shall be construed — 


(1) to diminish either Federal or state jurisdiction,” 


responsibility, or rights in the field of planning, develop- 
ment, or control of water resources, submerged lands, or 
navigable waters; nor to displace, supersede, limit, or 
modify any interstate compact or the jurisdiction or 
responsibility of any legally established joint or common 
agency of two or more states or of two or more states and 
the Federal Government; nor to limit the authority of 
Congress to authorize and fund projects; 

(2) as superseding, modifying, or repealing existing 
laws applicable to the various Federal agencies; nor to 
affect the jurisdiction, powers, or prerogatives of the 
International Joint Commission, United States and 
Canada, the Permanent Engineering Board, and the 
United States operating entity or entities established pur- 
suant to the Columbia River Basin Treaty, signed at 
Washington, January 17, 1961, or the International 
Boundary and Water Commission, United States and 
Mexico. 

(f) Notwithstanding any other provision of this title, 
nothing in this title shall in any way affect any require- 
ment (1) established by the Federal Water Pollution Con- 
trol Act, as amended, or the Clean Air Act, as amended, 
or (2) established by the Federal Government or by any 


state or local government pursuant to such Acts. Such 
requirements shall be incorporated in any program 
developed pursuant to this title and shall be the water 
pollution control and air pollution control requirements 
applicable to such program. 

(g) When any state's coastal zone management 
program, submitted for approval or proposed for 
modification pursuant to section 306 of this title, includes 
requirements as to shorelands which also would be sub- 
ject to any Federally supported national land use pro- 
gram which may be hereafter enacted, the Secretary, 
prior to approving such program, shall obtain the con- 
currence of the Secretary of the Interior, or such other 
Federal official as may be designated to administer the 
national land use program with respect to that portion of 
the coastal zone management program affecting such in- 
land areas. 

(h) In case of serious disagreement between any 
Federal agency and a coastal state — 

(1) in the development or the initial implementation of 
a management program under section 305; or 

(2) in the administration of a management program 
approved under section 306; 
the Secretary, with the cooperation of the Executive Of- 
fice of the President, shall seek to mediate the differences 
involved in such disagreement. The process of such 
mediation shall, with respect to any disagreement 
described in paragraph (2), include public hearings which 
shall be conducted in the local area concerned. 
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APPENDIX D 
PUBLIC LAW 95-91—AUG. 4, 1977 


Public Law 95-91 


95th Congress 
An Act 


To establish a Department of Energy in the executive branch by the reorganiza- 
tion of energy functions within the Federal Government in order to secure 
effective management to assure a coordinated national energy policy, and for 
other purposes. 


Be it enacted by the Senate and House of Representatives of the 
United States of America in Congress assembled, That this Act may 
be cited as the “Department of Energy Organization Act”. 


TABLE OF CONTENTS 
Sec. 2. Definitions. 


TITLE I—DECLARATION OF FINDINGS AND PURPOSES 


Sec. 101. Findings. 
Sec. 102. Purposes. 
Sec. 103. Relationship with States. 


TITLE II—ESTABLISHMENT OF THE DEPARTMENT 


Sec. 201. Establishment. 

Sec. 202. Principal officers. 

Sec. 203. Assistant Secretaries. 

Sec. 204. Federal Energy Regulatory Commission. 
Sec. 205. Energy Information Administration. 
Sec. 206. Economic Regulatory Administration. 
Sec. 207. Comptroller General functions. 

Sec. 208. Oftice of Inspector General. 

Sec. 209. Office of Energy Research. 

Sec. 210. Leasing Liaison Committee. 


TITLE III—TRANSFERS OF FUNCTIONS 


Sec. 301. General transfers. 

Sec. 302. Transfers from the Department of the Interior. 

Sec. 303. Administration of leasing transfers. 

Sec. 304. Transfers from the Department of Housing and Urban Development. 
Sec. 305. Coordination with the Department of Transportation. 

Sec. 306. Transfer from the Interstate Commerce Commission. 

Sec. 307. Transfers from the Department of the Navy. 

Sec. 308. Transfers from the Department of Commerce. 

Sec. 309. Naval reactor and military application programs. 

Sec. 310. Transfer to the Department of Transportation. 


TITLE IV—FEDERAL ENERGY REGULATORY COMMISSION 


Sec. 401. Appointment and administration. 

Sec. 402. Jurisdiction of the Commission. 

Sec. 403. Initiation of rulemaking proceedings before Commission. 

Sec. 404. Referral of other rulemaking proceedings to Commission. 
See. 405. Right of Secretary to intervene in Commission procedures. 
Sec. 406. Reorganization. 

Sec. 407. Access to information. 


TITLE V—ADMINISTRATIVE PROCEDURES AND JUDICIAL REVIEW 


See. 501. Procedures. 
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Sec. 505. Review and effect. 
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DEFINITIONS 


Sec. 2. (a) As used in this Act, unless otherwise provided or indi- 
cated by the context, the term the “Department” means the Depart- 
ment of Energy or any component thereof, including the Federal 
Energy Regulatory Commission. 

(b) As used in this Act (1) reference to “function” includes refer- 
ence to any duty, obligation, power, authority, responsibility, right, 
privilege, and activity, or the plural thereof, as the case may be; and 
(2) reference to “perform”, when used in relation to functions, 
includes the undertaking, fulfillment, or execution of any duty or 
obligation ; and the exercise of power, authority, rights, and privileges. 

(c) As used in this Act, “Federal lease” means an agreement which, 
for any consideration, including but not limited to, bonuses, rents, 
or royalties conferred and covenants to be observed, authorizes a 
person to explore for, or develop, or produce ed to do any or all of 
these) oil and gas, coal, oil shale, tar sands, and geothermal! resources 
on lands or interests in lands under Federal jurisdiction. 


TITLE I—DECLARATION OF FINDINGS AND PURPOSES 


FINDINGS 


Sec. 101. The Congress of the United States finds that— 

(1) the United States faces an increasing shortage of nonre- 
newable energy resources; 

(2) this energy shortage and our increasing dependence on 
foreign pra supplies present a serious threat to the national 
security of the United States and to the health, safety and wel- 
fare of its citizens; 

(3) a strong national energy program is needed to meet the 
present and future energy needs of the Nation consistent with 
overall national economic, environmental and social goals; 

(4) responsibility for energy policy, regulation, and research, 
development and demonstration is fragmented in many depart- 

ments and agencies and thus does not allow for the comprehensive, 
centralized focus necessary for effective coordination of energy 
supply and conservation programs; and 
(5) formulation and implementation of a national energy pro- 
am require the integration of major Federal energy functions 
into a single department in the executive branch. 


PURPOSES 


Src. 102. The Congress therefore declares that the establishment 
of a Department of Energy is in the public interest and will promote 
the general welfare by assuring coordinated and effective administra- 
ae of Federal energy policy and programs. It is the purpose of this 

ct— 

(1) to establish a Department of Energy in the executive 
branch; 

(2) to achieve, through the Department. effective management 
of energy functions of the Federal Government, including con- 
sultation with the heads of other Federal departments and agencies 
in order to encourage them to establish and observe polic’es con- 
sistent with a coordinated energy policy, and to promote maximum 
possible energy conservation measures in connection with the 
activities within their respective jurisdictions; 
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(3) to provide for a mechanism through which a coordinated 
national energy policy can be formulated and implemented to 
deal with the short-, mid- and long-term energy problems of the 
Nation; and to develop plans and programs for dealing with 
domestic energy production and import shortages ; 

(4) to create and implement a comprehensive energy conserva- 
tion strategy that will receive the highest priority in the national 
energy program; 

(5) to carry out the planning, coordination, support, and man- 
agement of a balanced and comprehensive energy research and 
development program, including— 

(A) assessing the requirements for energy research and 
development; 

(B) developing priorities necessary to meet those 
requirements ; 

(C) undertaking programs for the optimal development 
of the various forms of energy production.and conservation; 
and 

(D) disseminating information resulting from such pro- 
grams, including disseminating information on the commer- 
cial feasibility and use of energy from fossil, nuclear, solar, 
geothermal, and other energy technologies ; 

(6) to place major emphasis on the development and commer- 
cial use of solar, geothermal, recycling and other technologies 
utilizing renewable energy resources; 

(7) to continue and improve the effectiveness and objectivity 
of a central energy data collection and analysis program within 
the Department; 

(8) to facilitate establishment of an effective strategy for dis- 
tributing and allocating fuels in periods of short supply and to 
provide for the administration of a national energy supply 
reserve ; 

(9) to promote the interests of consumers through the provision 
of an adequate and reliable supply of energy at the lowest reason- 
able cost ; 

(10) to establish and implement through the Department, in 
coordination with the Secretaries of State, Treasury, and Defense, 
policies regarding international energy issues that have a direct 
impact on research, development, utilization, supply, and conser- 
vation of energy in the United States and to undertake activities 
involving the integration of domestic and foreign policy relating 
to energy, including provision of independent technical advice 
to the President on international negotiations involving energy 
resources, energy technologies, or nuclear weapons issues, except 
that the Secretary of State shall continue to exercise primary 
authority for the conduct of foreign policy relating to energy 
and nuclear nonproliferation, pursuant to policy guidelines estab- 
lished by the President; : 

(11) to provide for the cooperation of Federal, State, and local 
governments in the development and implementation of national 
energy policies and programs; 

(12) to foster and assure competition among parties engaged 
in the supply of energy and fuels; 

(13) to assure incorporation of national environmental pro- 
tection goals in the formulation and implementation of energy 
programs, and to advance the goals of restoring, protecting, and 
ee environmental quality, and assuring public health and 
safety ; 
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(14) to assure, to the maximum extent practicable, that the 
productive capacity of private enterprise shal] be utilized in the 
oe and achievement of the policies and purposes of this 

ct; 

(15) to provide for, encourage, and assist public participation 
in the development and enforcement of national energy programs ; 

16) to create an awareness of, and responsibility for, the fuel 
and energy needs of rural and urban residents as such needs 
pertain to home heating and cooling, transportation, agricultural 
production, electrical generation, conservation, and research and 
development ; 

(17) to foster insofar as possible the continued good health of 
the Nation’s small business firms, public utility districts, munici- 
pal utilities, and private cooperatives involved in energy produc- 
tion, transportation, research, development, demonstration, 
marketing, and merchandising; and 

(18) to provide for the administration of the functions of the 
Energy Research and Development Administration related to nu- 
clear weapons and national security which are transferred to the 
Department by this Act. 


RELATIONSHIP WITH STATES 


Sec. 103. Whenever any proposed action by the Department conflicts 


with the energy plan of any State, the Department shall give due 
consideration to the needs of such State, and where practicable, shall 
attempt to resolve such conflict through consultations with appro- 
priate State officials. Nothing in this Act shall affect the authority of 
any State over matters exclusively within its jurisdiction. 


TITLE IL—ESTABLISHMENT OF THE DEPARTMENT 


ESTABLISHMENT 


Sec. 201. There is hereby established at the seat of government an 


executive department to be known as the Department of Energy. 
There shall be at the head of the Department a Secretary of Energy 
(hereinafter in this Act referred to as the “Secretary”), who shall te 
appointed by the President by and with the advice and consent of the 
Senate. The Department shall be administered, in accordance with the 
provisions of this Act, under the supervision and direction of the 
Secretary. 


PRINCIPAL OFFICERS 


Sec. 202, (a) There shall be in the Department a Deputy Secretary, 


who shall be appointed by the President, by and with the advice and 
consent of the Senate, and who shall be compensated at the rate pro- 
vided for level II of the Executive Schedule under section 5313 of title 
5, United States Code. The Deputy Secretary shall act for and exercise 
the functions of the Secretary during the absence or disability of the 
Secretary or in the event the office of Secretary becomes vacant. The 
Secretary shall designate the order in which the Under Secretary and 
other officials shall act for and perform the functions of the Secretary 
during the absence or disability of both the Secretary and Deputy 
Secretary or in the event of vacancies in both of those offices. 


(b) There shall be in the Department an Under Secretary and a 


General Counsel, who shall be appones by the President, by and with 
the advice and consent of the $ 


enate, and who shall perform such 
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functions and duties as the Secretary shall prescribe. The Under Secre- 
tary shall bear primary responsibility for energy conservation. The 
Under Secretary shall he compensated at the rate provided for level 
III of the Executive Schedule under section 5314 of title 5, United 
States Code, and the General Counsel shall be compensated at the rate 
provided for level IV of the Executive Schedule under section 5315 
of title 5, United States Code. 


ASSISTANT SECRETARIES 


Sec. 203. (a) There shall be in the Department eight Assistant Sec- 
retaries, each of whom shall be appointed by the President, by and 
with the advice and consent of the Senate; who shall be compensated 
at the rate provided for at level IV of the Executive Schedule under 
section 5315 of title 5, United States Code; and who shall perform, 
in accordance with applicable law, such of the functions transferred 
or delegated to, or vested in, the Secretary as he shall prescribe in 
accordance with the provisions of this Act. The functions which the 
Secretary shall assign to the Assistant Secretaries include, but are not 
limited to, the following: 

(1) Energy resource applications, including functions dealing 
with management of all forms of energy protaetion and utiliza- 
tion, including fuel supply, electric power supply, enriched ura- 
nium production, energy technology programs, and the manage- 
ment of energy resource leasing procedures on Federal lands. 

(2) Energy research and development functions, including the 
responsibility for policy and management of research and devel- 
opment for all aspects of— 

(A) solar energy resources; 

(B) geothermal energy resources; 

(C) recycling energy resources; 

(D) the fuel cycle for fossil energy resources; and 
(E) the fuel cycle for nuclear energy resources. 

(3) Environmental responsibilities and functions, including 
advising the Secretary with respect to the conformance of the 
Department’s activities to environmental protection laws and 
principles, and conducting a comprehensive program of research 
and development on the environmental effects of energy tech- 
nologies and programs, 

(4) International programs and international policy functions, 
including those functions which assist in carrying out the inter- 
national energy purposes described in section 102 of this Act. 

(5) National security functions, including those transferred to 
the Department from the Energy Research and Development 
Administration which relate to management and implementation 
of the nuclear weapons program and other national security func- 
tions involving nuclear weapons research and development. 

(6) Intergovernmental policies and relations, including respon- 
sibilities for assuring that national energy policies are reflective 
of and responsible to the needs of State and local governments, 
and for assuring that other components of the Department coordi- 
nate their activities with State and local governments, where 
appropriate, and develop intergovernmental communications with 
State and local governments. 

(7) Competition and consumer affairs, including responsibilities 
for the promotion of competition in the energy industry and for 
the protection of the consuming public in the energy policymaking 
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processes, and assisting the Secretary in the formulation and 
analysis of policies, rules, and regulations relating to competition 
and consumer affairs. 

(8) Nuclear waste management responsibilities, including— 

(A) the establishment of control over existing Government 
facilities for the treatment and storage of nuclear wastes, 
including all containers, casks, buildings, vehicles, equipment, 
and all other materials associated with such facilities; 

(B) the establishment of control over all existing nuclear 
waste in the possession or control of the Government and all 
commercial nuclear waste presently stored on other than the 
site of a licensed nuclear power electric generating facility, 
except that nothing in this paragraph shall alter or effect 
title to such waste ; 

(C) the establishment of temporary and permanent facili- 
ties for storage, management, and ultimate disposal of 
nuclear wastes; 

(D) the establishment of facilities for the treatment of 
nuclear wastes; 

(E) the establishment of programs for the treatment, man- 
agement, storage, and disposal of nuclear wastes ; 

(F) the establishment of fees or user charges for nuclear 
waste treatment or storage facilities, including fees to be 
charged Government agencies; and 

(G) the promulgation of such rules and regulations to 
implement the authority described in this paragraph, 

except that nothing in this section shall be construed as granting 
to the Department regulatory functions presently within the 
Nuclear Regulatory Commission, or any additional functions than 
those already conferred by law. 

(9) Energy conservation functions, including the development 
of comprehensive energy conservation strategies for the Nation, 
the planning and implementation of major research and demon- 
stration programs for the development of technologies and 
processes to reduce total energy consumption, the administration 
of voluntary and mandatory energy conservation programs, and 
the dissemination to the public of all available information on 
energy conservation programs and measures. 

(10) Power marketing functions, including responsibility for 
marketing and transmission of Federal power. 

(11) Public and congressional relations functions, including 
responsibilities for providing a continuing liaison between the 
Department and the Congress and the Department and the public. 

(b) At the time the name of any individual is submitted for con- 
firmation to the position of Assistant Secretary, the President shall 
identify with particularity the function or functions described in sub- 
section (a) (or any portion thereof) for which such individual will be 
responsible. 

FEDERAL ENERGY REGULATORY COMMISSION 


Src. 204. There shall be within the Department, a Federal Energy 
Regulatory Commission established by title IV of this Act (here- 
inafter referred to in this Act as the “Commission”). The Chairman 
shall be compensated at the rate provided for level IIT of the Execu- 
tive Schedule under section 5314 of title 5, United States Code. The 
other members of the Commission shall be compensated at the rate 
provided for level IV of the Executive Schedule under section 5315 of 


93 


91 STAT. 571 


Responsibilities, 
identification. 


42 USC 7134. 


91 STAT. 572 


Establishment. 
42 USC 7135. 


15 USC 796. 


15 USC 790, 
790b, 790h. 


Annual audit. 


15 USC 790d. 


PUBLIC LAW 95-91—AUG. 4, 1977 


title 5, United States Code. The Chairman and members of the Com- 
mission shall be individuals who, by demonstrated ability, background, 
training, or experience, are spect) qualified to assess fairly the needs 
and concerns of all interests affected by Federal energy policy. 


ENERGY INFORMATION ADMINISTRATION 


Sec. 205. (a) (1) There shall be within the Department an Energy 
Information Administration to be headed by an Administrator who 
shall be appointed by the President, by and with the advice and consent 
of the Senate, and who shall be compensated at the rate provided for 
in level IV of the Executive Schedule under section 5315 of title 5, 
United States Code. The Administrator shall be a person who, by 
reason of professional background and experience, is specially qualified 
to manage an energy information system. 

(2) The Administrator shall be responsible for carrying out a 
central, comprehensive, and unified energy data and information pro- 
gram which will collect, evaluate, assemble, analyze, and disseminate 
data and information which is relevant to energy resource reserves, 
energy production, demand, and technology, and related economic and 
statistical information, or which is relevant to the adequacy of energy 
resources to meet demands in the near and longer term future for the 
Nation’s economic and social needs. 

(b) The Secretary shall delegate to the Administrator (which dele- 
gation may be on a nonexclusive basis as the Secretary may determine 
may be necessary to assure the faithful execution of his authorities and 
responsibilities under law) the functions vested in him by law relat- 
ing to gathering, analysis, and dissemination of energy information 
(as defined in section 11 of the Energy Supply and Environmental 
Coordination Act of 1974) and the Administrator may act in the name 
of the Secretary for the purpose of obtaining enforcement of such 
delegated functions. 

(c) In addition to, and not in limitation of the functions delegated 
to the Administrator pursuant to other subsections of this section, 
there shall be vested in the Administrator, and he shall perform, the 
functions assigned to the Director of the Office of Energy Informa- 
tion and Analysis under part B of the Federal Energy Administration 
Act of 1974, and the provisions of sections 53(d) and 59 thereof shall 
be applicable to the Administrator in the performance of any function 
under this Act. 

(d) The Administrator shall not be required to obtain the approval 
of any other officer or employee of the Department in connection with 
the collection or analysis of any information; nor shall the Adminis- 
trator be required, prior to publication, to obtain the approval of any 
other officer or employee of the United States with respect to the sub- 
stance of any statistical or forecasting technical reports which he has 
prepared in accordance with law. 

(e) The Energy Information Administration shall be subject to an 
annual professional audit review of performance as described in sec- 
tion 55 of part B of the Federal Energy Administration Act of 1974. 

(f) The Administrator shall, upon request, promptly provide any 
information or analysis in his possession pursuant to this section to 
any other administration, commission, or office within the Department 
which such administration, commission, or office determines relates to 
the functions of such administration, commission, or office. 
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(g) Information collected by the Energy Information Administra- 
tion shall be cataloged and, upon request, any such information shall 
be promptly made available to the public in a form and manner easily 
Adaptable for public use, except that this subsection shall not require 
disclosure of matters exempted from mandatory disclosure by section 
552(b) of title 5. United States Code. The provisions of section 11(d) 
of the Energy Supply and Environmental Coordination Act of 1974, 
and section 17 of the Federal Nonnuclear Energy Research and Devel- 
opment Act of 1974, shall continue to apply to any information 
obtained by the Administrator under such provisions. 

(h) (1) (A) In addition to the acquisition, collection, analysis, and 
dissemination of energy information pursuant to this section, the 
Administrator shall identify and designate “major energy-producing 
companies” which alone or with their affiliates are involved in one or 
more lines of commerce in the energy industry so that the energy 
information collected from such major energy-producing companies 
shall provide a statistically accurate profile of each line of commerce 
in the energy industry in the United States. 

(B) In fulfilling the requirements of this subsection the Adminis- 
trator shall— 

(i) utilize, to the maximum extent practicable, consistent with 
the faithful execution of his responsibilities under this Act, 
reliable statistical sampling techniques; and 

(ii) otherwise give priority to the minimization of the report- 
ing of energy information by small business. 

(2) The Administrator shall develop and make effective for use 
during the second full calendar year following the date of enactment 
of this Act the format for an energy-producing company financial 
report. Such report shall be designed to allow comparison on a uni- 
form and standardized basis among energy-producing companies and 
shall permit for the energy-related activities of such companies— 

(A) an evaluation of company revenues, profits, cash flow, and 
investments in total, for the energy-related lines of commerce in 
which such company is engaged and for all significant energy- 
related functions within such company ; 

(B) an analysis of the competitive structure of sectors and 
functional groupings within the energy industry ; 

(C) the segregation of energy information, including financial 
information, describing company operations by energy source and 
geographic area ; 

(D) the determination of costs associated with exploration, 
development, production, processing, transportation, and market- 
ing and other significant energy-related functions within such 
company ; and 

(E) such other analyses or evaluations as the Administrator 
finds is necessary to achieve the purposes of this Act. 

(3) The Administrator shall consult with the Chairman of the Secu- 
rities and Exchange Commission with respect to the development of 
accounting practices required by the Energy Policy and Conservation 
Act to be followed by persons engaged in whole or in part in the 
production of crude oil and natural gas and shall endeavor to assure 
that the energy-producing company financial report described in para- 
graph (2) of this subsection, to the extent practicable and consistent 
with the purposes and provisions of this Act, is consistent with such 
accounting practices where applicable. 

(4) The Administrator shall require each major energy-producing 
company to file with the Administrator an energy-producing company 
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financial report on at least an annual basis and may request energy 
information described in such report on a quarterly basis if he deter- 
mines that such quarterly report of information will substantially 
assist in achieving the purposes of this Act. 

(5) A summary of information gathered pursuant to this section, 
accompanied by such analysis as the Administrator deems appropriate, 
shall be included in the annual report of the Department required by 
subsection (a) of section 657 of this Act. 

(6) As used in this subsection the term— 

(A) “energy-producing company” means a person engaged in: 
(i) ownership or control of mineral fuel resources or non- 
mineral energy resources; 
(ii) exploration for, or development of, mineral fuel 
resources; 
(ili) extraction of mineral fuel or nonmineral energy 
resources ; 
(iv) refining, milling, or otherwise processing mineral 
fuels or nonmineral energy resources; 
(v) storage of mineral fuels or nonmineral energy: 
resources; 
(vi) the generation, transmission, or storage of electrical 
energy; 
(vil) transportation of mineral fuels or nonmineral energy 
resources by any means whatever; or 
Vee wholesale or retail distribution of mineral fuels, non- 
mineral energy resources or electrical energy ; 
”) “energy industry” means all energy-producing companies; 
an 
(C) “person” has the meaning as set forth in section 11 of the 
Energy Supply and Environmental Coordination Act of 1974. 

(7) The provisions of section 1905 of title 18, United States Code, 
shall apply in accordance with its terms to any information obtained 
by the Adininictration pursuant to this subsection. 


ECONOMIC REGULATORY ADMINISTRATION 


Sec. 206. (a) There shall be within the Department an Economic 
Regulatory Administration to be headed by an Administrator, who 
shall be appointed by the President, by and with the advice and consent 
of the Senate, and who shall be compensated at a rate provided for 
level IV of the Executive Schedule under section 5315 of title 5, 
United States Code. Such Administrator shall be, by demonstrated 
ability, background, training, or experience, an individual who is 
specially qualified to assess fairly the needs and concerns of all inter- 
ests affected by Federal energy policy. The Secretary shall by rule 
provide for a separation of regulatory and enforcement functions 
assigned to, or vested in, the Administration. 

(b) Consistent with the provisions of title IV, the Secretary shall 
utilize the Economic Regulatory Administration to administer such 
functions as he may consider appropriate. 


COMPTROLLER GENERAL FUNCTIONS 


Sec. 207. The functions of the Comptroller Genera] of the United 
States under section 12 of the Federal Energy Administration Act 
of 1974 shall apply with respect to the monitoring and evaluation of 
all functions mt activities of the Department under this Act or any 
other Act administered by the Department. 
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OFFICE OF INSPECTOR GENERAL 


Sec. 208. (a) (1) There shall be within the Department an Office of 
Inspector General to be headed by an Inspector General, who shall 
be appointed by the President, by and with the advice and consent of 
the Senate, solely on the basis of integrity and demonstrated ability 
and without regard to political affiliation. The Inspector General shall 
report to, and be under the general supervision of, the Secretary or, to 
the extent such authority is delegated, the Deputy Secretary, but shall 
not be under the control of, or subject to supervision by, any other 
officer of the Department. 

(2) There shall also be in the Office a Deputy Inspector General 
who shall be appointed by the President, by and with the advice and 
consent of the Senate, solely on the basis,of integrity and demon- 
strated ability and without regard to political affiliation. The Deputy 
shall assist the Inspector General in the administration of the Office 
and shall, during the absence or temporary incapacity of the Inspector 
General, or during a vacancy in that Office, act as Inspector General. 

(3) The Inspector General or the Deputy may be removed from 
office by the President. The President shall communicate the reasons 
for any such removal] to both Houses of Congress. 

(4) The Inspector General shall. in accordance with appheable laws 
and regulations governing the civil service, appoint an Assistant 
Inspector General for Audits and an Assistant Inspector General for 
Investigations. 

(5) The Inspector General shall be compensated at the rate pro- 
vided for level IV of the Executive Schedule under section 5315 of 
title 5, United States Code, and the Deputy Inspector General shall 
be compensated at the rate provided for level V of the Executive 
Schedule under section 5316 of title 5. United States Code. 

(b) It shall be the duty and responsibility of the Inspector General— 

(1) to supervise, coordinate, and provide policy direction for 
auditing and investigative activities relating to the promotion 
of economy and efficiency in the administration of. or the pre- 
vention or detection of fraud or abuse in, programs and opera- 
tions of the Department : 

(2) to recommend policies for, and to: conduct, supervise, or 
coordinate other activities carried out or financed by the Depart- 
ment for the purpose of promoting economy and efficiency in the 
administration of, or preventing and detecting fraud and abuse 
in, its programs and operations ; 

(3) to recommend policies for, and to conduct, supervise, or 
coordinate relationships between the Department and other Fed- 
eral agencies, State and local governmental agencies. and non- 
governmental entities with respect to (A) all matters relating 
to the promotion of economy and efficiency in the administration 
of, or the prevention and detection of fraud and abuse in, pro- 
grams and operations administered or financed by the Depart- 
ment, and (RB) the identification and prosecution of participants 
in such fraud or abuse ; 

(4) to keep the Secretary and the Congress fully and currently 
informed, by means of the reports required by subsection (¢) and 
otherwise, concerning fraud and other serious problems. abuses. 
and deficiencies relating to the administration of programs and 
operations administered or financed by the Department, to recom- 
mend corrective action concerning such problems, abuses, and 
deficiencies, and to report on the progress made in implementing 
such corrective action; and 
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(5) to seek to coordinate his actions with the actions of the 
Comptroller General of the United States with a view to avoiding 
duplication. 

(c) The Inspector General shall, not later than March 31 of each 
year, submit a report to the Secretary, to the Federal Energy Regula- 
tory Commission, and to the Congress summarizing the activities of 
the Office during the preceding calendar year. Such report. shall 
include, but need not be limited to— 

(1) an identification and description of significant problems, 
abuses, and deficiencies relating to the administration of pro- 
grams and operations of the Department disclosed by such 
activities ; 

(2) a description of recommendations for corrective action 
made by the Office with respect to significant problems, abuses, or 
deficiencies identified and described under paragraph (1) ; 

(8) an evaluation of progress made in implementing recom- 
mendations described in the report or, where appropriate, in 
previous reports; and 

(4) a summary'of matters referred to prosecutive authorities 
and the extent to which prosecutions and convictions have 
resulted. 

(d) The Inspector General shall report immediately to the Secre- 
tary, to the Federal Energy Regulatory Commission as appropriate, 
and, within thirty days thereafter, to the appropriate committees or 
subeommittees of the Congress whenever the Office becomes aware of 
particularly serious or flagrant problems, abuses, or deficiencies relat- 
ing to the administration of programs and operations of the Depart- 
ment. The Deputy and Assistant Inspectors General shall have 
particular responsibility for informing the Inspector General of such 
problems, abuses. or deficiencies. 

(e) The Inspector General (1) may make such additional investi- 
gations and reports relating to the administration of the programs 
and operations of the Department as are, in the judgment of the 
Inspector General, necessary or desirable, and (2) shall provide such 
additional information or documents as may be requested by either 
House of Congress or, with respect to matters within their jurisdic- 
tion, by any committee or subcommittee thereof. 

(f) Notwithstanding any other provision of law, the reports, 
information, or documents required by or under this section shall be 
transmitted to the Secretary, to the Federal Energy Regulatory Com- 
mission, if applicable, and to the Congress, or committees or subcom- 
mittees thereof, by the Inspector General without further clearance or 
approval. The Inspector General shall, insofar as feasible, provide 
copies of the reports required under subsection (c) to the Secretary 
and the Commission, if applicable, sufficiently in advance of the due 
date for the submission to Congress to provide a reasonable opportu- 
nity for comments of the Secretary and the Commission to be 
appended to the reports when submitted to Congress. 

(gz) In addition to the authority otherwise provided by this section, 
the Inspector General, in carrying out the provisions of this section, 
is authorized— 

(1) to have access to all records. reports, audits, reviews. docu- 
ments, papers, recommendations, and other material available to 
the Department which relate to programs and operations with 
respect to which the Inspector General has responsibilities under 
this section ; 
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(2) to require by subpena the production of all information, 
documents, reports, answers, records, accounts, papers, and other 
data and documentary evidence necessary in the performance of 
the functions assigned by this section, which subpena, in the case 
of contumacy or refusal to obey, shall be enforceable by order of 
any appropriate United States district court; and 

(8) to have direct and prompt access to the Secretary when 
necessary for any purpose pertaining to the performance of func- 
tions under this section. 


OFFICE OF ENERGY RESEARCH 


Sec. 209. (a) There shall be within the‘Department an Office of 
Energy Research to be headed by a- Directo®, who shall be appointed 
by the President, by and with the ‘advice and consent of the Senate, 
and who shall be compensated at the rate provided for level IV of 
the Executive Schedule under section 5315 of title 5, United States 
Code. 

(b) It shall be the duty and responsibility of the Director— 

(1) to advise the Secretary with respect to the physical 
research program transferred to the Department from the Energy 
Research and Development Administration ; 

(2) to monitor the Department’s energy research and develop- 
ment programs in order to advise the Secretary with respect to 
any undesirable duplication or gaps in such programs; 

(3) to advise the Secretary with respect to the well-being and 
management of the multipurpose laboratories under the juris- 
diction of the Department, excluding laboratories that constitute 
part of the nuclear weapons complex ; 

(4) to advise the Secretary with respect to education and train- 
ing activities required for effective short- and long-term basic and 
applied research activities of the Department ; 

(5) to advise the Secretary with respect to grants and other 
forms of financial assistance required for effective short- and long- 
term basic and applied research activities of the Department ; and 

(6) to carry out such additional duties assigned to the Office 
by the Secretary relating to basic and applied research, including 
but not limited to supervision or support of research activities 
carried out by any of the Assistant Secretaries designated by 
section 208 of this Act, as the Secretary considers advantageous. 


LEASING LIAISON COMMITTEE 


Src. 210. There is hereby established a Leasing Liaison Committee 
which shall be composed of an equal number of members appointed 
by the Secretary and the Secretary of the Interior. 


TITLE ITI—TRANSFERS OF FUNCTIONS 


GENERAL TRANSFERS 


Sec. 801. (a) Except as otherwise provided in this Act, there are 
hereby transferred to, and vested in, the Secretary all of the functions 
vested by law in the Administrator of the Federal Energy Adminis- 
tration or the Federal Energy Administration, the Administrator of 
the Energy Research and Development Administration or the Energy 
Research and Development Administration; and the functions vested 
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by law in the officers and components of either such Administration. 

(b) Except as provided in title IV, there are hereby transferred 
to, and vested in, the Secretary the function of the Federal Power 
Commission, or of the members, officers, or components thereof. The 
Secretary may exercise any power described in section 402(a) (2) to 
the extent the Secretary determines such power to be necessary to the 
exercise of any function within his jurisdiction pursuant to the pre- 
ceding sentence. 


TRANSFERS FROM THE DEPARTMENT OF TIIE INTERIOR 


Src. 302. (a) (1) There are hereby transferred to, and vested in, the 
Secretary all functions of the Secretary of the Interior under section 5 
of the Flood Control Act of 1944, and all other functions of the Secre- 
tary of the Interior, and officers and components of the Department of 
the Interior, with respect to— 

(A) the Southeastern Power Administration ; 

(B) the Southwestern Power Administration ; 

(C) the Alaska Power Administration ; 

(D) the Bonneville Power Administration including but not 
limited to the authority contained in the Bonneville Project Act 
of 1937 and the Federal Columbia River Transmission System 
Act; 

(E) the power marketing functions of the Bureau of Reclama- 
tion, including the construction, operation, and maintenance of 
transmission lines and attendant facilities; and 

(F) the transmission and disposition of the electric power and 
energy generated at Falcon Dam and Amistad Dam, international 
storage reservoir projects on the Rio Grande, pursuant to the Act 
of June 18, 1954, as amended by the Act of December 23, 1963. 

(2) The Southeastern Power Administration, the Southwestern 
Power Administration, the Bonneville Power Administration, and the 
Alaska Power Administration shall be preserved as separate and dis- 
tinct organizational entities within the Department. Each such entity 
shall be headed by an Administrator appointed by the Secretary. The 
functions transferred to the Secretary in paragraphs (1) (A), (1) (B), 
(1)(C), and (1)(D) shall be exercised by the Secretary, acting by 
and through such Administrators. Each such Administrator shall 
maintain his principal office at a place located in the region served by 
his respective Federal power marketing entity. 

(3) The functions transferred in paragraphs (1)(E) and (1) (F) 
of this subsection shall be exercised by the Secretary, acting by and 
through a separate and distinct Administration within the Depart- 
ment which shall be headed by an Administrator appointed by the 
Secretary. The Administrator shall establish and shall maintain 
such regional offices as necessary to facilitate the performance of 
such functions. Neither the transfer of functions effected by para- 
graph (1) (E) of this subsection nor any changes in cost allocation or 
project evaluation standards shall be deemed to authorize the reallo- 
cation of joint costs of multipurpose facilities theretofore allocated 
unless and to the extent that such change is hereafter approved by 
Congress. 

(b) There are hereby transferred to, and vested in, the Secretary the 
functions of the Secretary of the Interior to promulgate regulations 
under the Outer Continental Shelf Lands Act, the Mineral Lands 
Leasing Act, the Mineral Leasing Act for Acquired Lands, the Geo- 
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thermal Steam Act of 1970, and the Energy Policy and Conservation 
Act, which relate to the— 

(1) fostering of competition for Federal leases (including, but 
not limited to, prohibition on bidding for development rights by 
certain types of joint ventures) ; 

(2) implementation of alternative bidding systems authorized 
for the award of Federal leases; 

(3) establishment of diligence requirements for operations con- 
ducted on Federal leases (including, but not limited to, procedures 
relating to the granting or ordering by the Secretary of the 
Interior of suspension of operations or production as they relate 
to such requirements) ; 

(4) setting rates of production for Federal leases; and 

(5) specifying the procedures, terms, and conditions for the 
acquisition and disposition of Federal royalty interests taken in 
kind. ar oft 

(c) There are hereby transferred to, and vested in, the Secretary all 
the functions of the Secretary of the Interior to establish production 
rates for all Federal leases. 

(d) There are hereby transferred to, and vested in, the Secretary 
those functions of the Secretary of the Interior, the Department of the 
Interior, and officers and components of that Department under the 
Act of May 15,1910, and other authorities, exercised by the Bureau of 
Mines, but limited to— 

(1) fuel supply and demand analysis and data gathering; 

(2) research and development relating to increased efficiency of 
production technology of solid fuel minerals, other than research 
relating to mine health and safety and research relating to the 
environmental and leasing consequences of solid fuel mining 
(which shall remain in the Department of the Interior) ; and 

(3) coal preparation and analysis. 


‘ 


ADMINISTRATION OF LEASING TRANSFERS 


Src. 303. (a) The Secretary of the Interior shall retain any authori- 
ties not transferred under section 392(b) of this Act and shall be 
solely responsible for the issuance and supervision of Federal leases 
and the enforcement of all regulations applicable to the leasing of 
mineral resources, including but not limited to lease terms and condi- 
tions and production rates. No regulation promulgated by the Secre- 
tary shall restrict or limit any authority retained by the Secretary of 
the Interior under section 302(b) of this Act with respect to the issu- 
ance or supervision of Federal leases. Nothing in section 302(b) of this 
Act shall be construed to affect Indian lands and resources or to 
transfer any functions of the Secretary of the Interior concerning such 
lands and resources. 

(b) In exercising the authority under section 302(b) of this Act 
to promulgate regulations. the Secretary shall consult with the Secre- 
tary of the Interior during the preparation of such regulations and 
shall afford the Secretary_of the Interior not less than thirty days, 
prior to the date on which the Department first publishes or otherwise 
prescribes regulations. to comment on the content and effect of such 
regulations. 

(c) (1) The Secretary of the Interior shall afford the Secretary not 
less than thirty days, prior to the date on which the Department of the 
. Interior first publishes or otherwise prescribes the terms and condi- 
tions on which a Federal lease will be issued, to disapprove any term 
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or condition of such lease which relates to any matter with respect 
to which the Secretary has authority to promulgate regulations under 
section 302(b) of this Act. No such term or condition may be included 
in such a lease if it is disapproved by the Secretary. The Secretary 
and the Secretary of the Interior may by agreement define circum- 
stances under which a reasonable opportunity of less than thirty days 
may be afforded the Secretary to disapprove such terms and conditions. 

(2) Where the Secretary disapproves any lease, term, or condition 
under paragraph (1) of this subsection he shall furnish the Secretary 
of the Interior with a detailed written statement of the reasons for his 
disapproval, and of the alternatives which would be acceptable to him. 

(d) The Department of the Interior shall be the lead agency for the 
purpose of preparation of an environmental impact statement required 
by section 102(2)(C) of the National Environmental Policy Act of 
1969 for any action with respect to the Federal leases taken under the 
authority of this section, unless the action involves only matters within 
the exclusive authority of the Secretary. 


TRANSFERS FROM THE DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT 


Src. 304. (a) There is hereby transferred to, and vested in, the Sec- 
retary the functions vested in the Secretary of Housing and Urban 
Development pursuant to section 304 of the Energy Conservation 
Standards for New Buildings Act of 1976, to develop and promulgate 
energy conservation standards for new buildings. The Secretary of 
Housing and Urban Development shall provide the Secretary with any 
necessary technical assistance in the development of such standards. 
All other responsibilities, pursuant to title I1I of the Energy Conser- 
vation and Production Act, shall remain with the Secretary of Housing 
and Urban Development, except that the Secretary shall be kept fully 
and currently informed of the implementation of the promulgated 
standards, 

(b) There is hereby transferred to, and vested in, the Secretary the 
functions vested in the Secretary of Housing and Urban Development 
pursuant to section 509 of the Housing and Urban Development Act of 
1970. 


COORDINATION WITIL THE DEPARTMENT OF TRANSPORTATION 


Sec. 305. Seetion 502 of the Motor Vehicle Information and Cost 
Savings Act is amended at the end thereof by adding the following 
new subsections: 

“(g) The Secretary shall consult with the Secretary of Energy in 
carrying out his responsibilities under this section. The Secretary shall, 
before issuing any notice proposing under subsection (a), (b), (d), 
or (f) of this section, to establish, reduce, or amend an average fuel 
economy standard, provide the Secretary of Energy with a period of 
not less than ten days from the receipt of the notice during which the 
Secretary of Energy may, upon concluding that the proposed standard 
would adversely affect the conservation goals set by the Secretary of 
Energy, provide written comments to the Secretary concerning the 
impacts of the proposed standard upon those goals. To the extent that 
the Secretary does not revise the proposed standard to take into 
account any comments by the Secretary of Energy regarding the level 
of the proposed standard, the Secretary shall include the unaccommo- 
dated comments in the notice. 
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“(h) The Secretary shall, before taking action on any final standard 
under this section or any modification of or exemption from such 
standard, notify the Secretary of Energy and provide such Secretary 
with a reasonable period of time to comment thereon.”. 


TRANSFER FROM THE INTERSTATE COMMERCE COMMISSION 


Sec. 306. Except as provided in title IV, there are hereby transferred 
to the Secretary such functions set forth in the Interstate Commerce 
Act and vested by law in the Interstate Commeree Commission or the 
Chairman and iembers thereof as relate to transportation of oil by 
pipeline. 


TRANSFERS FROM THE DEPARTMENT OF THE NAVY 


Sec. 307. There are hereby transferred to and vested in the Secretary 
al] functions vested by chapter 641 of title 10, United States Code, in 
the Secretary of the Navy as they relate to the administration of and 
jurisdiction over— 

(1) Naval Petroleum Reserve Numbered 1 (Elk Hills), located 
in Kern County, California, established by Executive order of the 
President, dated September 2, 1912; 

(2) Naval Petroleum Reserve Numbered 2 (Buena Vista), 
located in Kern County, California, established by Executive 
order of the President, dated December 13, 1912; 

(3) Naval Petroleum Reserve Numbered 3 (Teapot Dome), 
located in Wyoming, established by Executive order of the Presi- 
dent, dated April 30, 1915; 

(4) Oil Shale Reserve Numbered 1, located in Colorado, estab- 
lished by Executive order of the President, dated December 6, 
1916, as amended by Executive order dated June 12, 1919; 

(5) Oil Shale Reserve Numbered 2. located in Utah, established 
by Executive order of the President, dated December 6, 1916; and 

(6) Oil Shale Reserve Numbered 3, located in Colorado, estab- 
lished by Executive order of the President, dated September 27, 
1924, 

In the administration of any of the functions transferred to, and 
vested in, the Secretary by this section the Secretary shall take into 
consideration the requirements of national security. 


TRANSFERS FROM THE DEPARTMENT OF COMMERCE 


Sec. 308. There are hereby transferred to, and vested in, the Secre- 
tary all functions of the Secretary of Commerce, the Department of 
Commerce, and officers and components of that Department, as relate 
to or are utilized by the Office of Energy Programs, but limited to 
industrial energy conservation programs. 

NAVAL REACTOR 


AND MILITARY APPLICATION PROGRAMS 


Sec. 309. (a) The Division of Naval Reactors established pursuant 
to section 25 of the Atomic Energy Act of 1954, and responsible for 
research, design, development, health, and safety matters pertaining 
to naval nuclear propulsion plants and assigned civilian power reactor 
programs is transferred to the Department under the Assistant Sec- 
retary to whom the Secretary has assigned the function listed in sec- 
tion 203(a) (2) (12), and such organizational unit shall be deemed to 

an organizational unit established by this Act. 


89-139 O - 77 - 3(97) 
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(b) The Division of Military Application, established by section 
42 USC 2035. 25 of the Atomic Energy Act of 1954, and the functions of the Energy 
Research and Development Administration with respect to the Mili- 
tary Liaison Committee, established by section 27 of the Atomic 
42 USC 2037. Energy Act of 1954, are transferred to the Department under the 
Assistant Secretary to whom the Secretary has assigned those func- 
tions listed in section 203(a) (5), and such organizational units shall 
be deemed to be organizational units established by this Act. 


TRANSFER TO TITLE DEPARTMENT OF TRANSPORTATION 


Van pooling and Src. 310. Notwithstanding section 301(a), there are hereby trans- 
carpooling. ferred to, and vested in, the Secretary of Transportation all of the 


42 USC 7159. functions vested in the Administrator of the Federal Energy Admin- 
istration by section 381(b) (1) (B) of the Energy Policy and Conserva- 
42 USC 6361. tion Act. 


TITLE VI—ADMINISTRATIVE PROVISIONS 
Parr A—Conruicr or IntTereEsr PRovistons 
DEFINITIONS 


Sec. 601. (a) For the purposes of this title, the following officers or Supervisory 
employees of the Department are supervisory employees : employees. 
(1) an individual holding a position in the Department at 42 USC 7211. 
GS-16, GS-17, or GS-18 of the General Schedule or at level I, 5 USC 5332 note. 
II, ITI, IV. or V of the Executive Schedule, or who is in a posi- 5 USC 
tion at a comparable or higher level on any other Federal pay °3!2-5316. 
seale, or who holds a position pursuant to subsection (b) or (d) 
of section 621, or who is an expert or consultant employed pur- 
suant to section 3109 of title 5, United States Code, for more than 
ninety days in any calendar year and receives compensation at 
an annual rate equal to or in excess of the minimum rate pre- 
scribed for individuals at GS-16 of the General Schedule; 
(2) the Director or Deputy Director of any State, regional, dis- 
trict. local, or other field office maintained pursuant to section 650 
of this Act; 
(3) an employee or officer who has primary responsibility for 
the award, review, modification, or termination of any grant, 
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vanes 


(b) For purposes of this title the term “energy concern” includes— 
_ (1) any person significantly engaged in the business of develop- 
ing, extracting, producing, refining, transporting by pipeline, con- 
verting into synthetic fuel, distributing, or selling minerals for 
use as an energy source, or in the generation or transmission of 
energy from such minerals or from wastes or renewable resources; 

(2) any person holding an interest in property from which coal, 
natural gas, crude oil, nuclear material or a renewable resource is 
commercially produced or obtained ; 

(3) any person significantly engaged in the business of pro- 
ducing, generating, transmitting, distributing, or selling electric 
power; 

(4) any person significantly engaged in development, produc- 
tion, processing, sale, or distribution of nuclear materials, facili- 
ties, or technology ; 

(5) any person 

(A) significantly engaged in the business of conducting 
research, development, or demonstration related to an activity 
described in paragraph (1), (2), (8), or (4) ; or 

(B) significantly engaged in conducting such research, 
development, or demonstration with financial assistance 
under any Act the functions of which are vested in or dele- 
gated or transferred to the Secretary or the Department. 

(c)(1) The Secretary shall prepare and periodically publish a list 
of persons which the Secretary has determined to be energy concerns 
as defined by subsection (b). The absence of any particular energy 
concern from such list shall not exempt any officer or employee from 
the requirements of sections 602 through 606 of this Act. 

(2) At the request of any officer or employee of the Department the 
Secretary shall determine whether any person is an energy concern 
as defined by subsection (b). 

(d) For the purposes of sections 602(a), 603(a), 605(a), and 606 
an individual shall be deemed to have known of or knowingly com- 
mitted a described act or to have known of or knowingly held a 
described interest, status, or position if the employee knew or should 
have known of such act, interest, status, or position. For the purposes 
of section 602(a) an officer or employee shall be deemed to have known 
of or knowingly held an interest in an energy concern if such interest 
is sold or otherwise transferred to his spouse or dependent while such 
officer or employee is, or within six months prior to the date on which 
such officer or emplovee becomes, an officer or employee of the Depart- 
ment. The placing of an interest under a trust by an individual shall 
not satisfy the requirement of section 602 or waive the requirements 
of section 603 as to such interest unless none of the interests placed 
under such trust by such individual consists of known financial inter- 
ests In any energy concern. 


DIVESTITURE OF ENERGY HOLDINGS BY SUPERVISORY OFFICIALS 


Src. 602. (a) No supervisory employee shall knowingly receive 
compensation from, or hold any official relation with, any energy con- 
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cern, or own stocks or bonds of any energy concern, or have any pecu- 
niary interest therein. 

(b) Personnel transferred to the Department pursuant to section 
701 of this Act shal] have six months to comply with the provisions 
of subsection (a) with respect to prohibited property holdings. Any 
person transferred pursuant to section 701 of this Act shal] notify the 
Secretary or his designee of al] known circumstances which ould be 
violative of the restrictions set forth in subsection (a) not later than 
thirty days after the date of such transfer, as determined by the United 
States Civil Service Commission. 

(c) Where exceptional hardship would result, or where the inter- 
est is a pension, insurance or other similarly vested interest, the 
Secretary is authorized to waive the requirements of this section for 
such period as he may prescribe with respect to any supervisory 
employce covered. Such waiver shall: 

(1) be published in the Federal Register ; 

(2) contain a finding by the Secretary that exceptional hard- 
ship would result or that there is such a vested interest ; and 

(3) state the period of the waiver and indicate the actions taken 
to minimize or eliminate the conflict of interest during such 
period. 

(d) Any supervisory employee who continues to receive income 
from any energy concern, or continues to own property directly or 
indirectly in any such concern shal] disclose such income or owner- 
ship pursuant to section 603. 


DISCLOSURE OF ENERGY ASSETS 


Src. 603. (a) Each individual who at any time during the calendar 
year serves as an officer or employee of the Department shall disclose to 
the Secretary— 

(1) the amount of income and the identity of the source of 
income knowingly received by such individual, his spouse, or 
dependent from any energy concern, and 

(2) the identity and value of interest knowingly held in any 
such concern 

during such calendar year. Such report shall be filed not later than 
thirty days after commencing service in the Department and on May 
15 following each such calendar year. Each report under this sub- 
section shall be in such form and manner as the Secretary shall, by rule, 
prescribe. 

(b) The Secretary shall— 

(1) act, within ninety days after the effective date of this Act, 
by rule to establish the methods by which the requirement to file 
written statements specified in subsection (a) will be monitored 
and enforced, including appropriate provisions for the filing by 
such officers and employees of such statements, for the recording 
by the reviewing official of any action taken to eliminate any poten- 
tial conflict, and for the signing of such statement by the review- 
ing official; and 

(2) include, as part of the report made pursuant to section 
657, a report with respect to such disclosures and the actions taken 
in regard thereto during the preceding calendar year. 

(c) In the rules prescribed in subsection (b), the Secretary shall 
identify specific positions, or classes thereof, within the Department 
which are of a nonregulatory or nonpolicymaking nature at or below 
GS-12 of the General Schedule and shall exempt such positions and 
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the individuals occupying those positions from the requirements of 
this section. 

(d) Each individual required to file a report under this section who 
during any calendar year ceases to be an officer or employee of the 
Department shall file a report covering that portion of such year 
beginning on January 1 and ending on the date on which he ceases 
to be such an officer or employee, and such report shall be filed with 
the Secretary not later than thirty days after such date. 

(e) The Secretary may grant one or more reasonable extensions of 
time for filing any such report under this section but the total of such 
extensions shall not exceed ninety days. 


REPORT ON PRIOR EMPLOYMENT 


Sec. 604. (a) Within sixty days of becoming a supervisory 
employee of the department, each supervisory employee shal] file with 
the Secretary, in such form and manner as the Secretary shall pre- 
scribe, a report identifying any energy concern which paid the report- 
ing individual compensation in excess of $2,500 in any of the previous 
tive calendar years. The individual shall include in the report— 

(1) the name and address of each source of such compensation ; 

(2) the period during which the reporting individual was 
receiving such compensation from each such source ; 

(3) the title of each position or relationship the reporting 
individual held with each compensating source; and 

(4) a brief description of the duties performed or services 
rendered by the reporting individual in each such position. 

(b) Subsection (a) shall not require any individual to include in 
such report any information which is considered confidential as a 
result of a privileged relationship, recognized by Jaw, between such 
individual and any person; nor shall it require an individual to 
report any information with respect to any person for whom services 
were provided by any firm or association of which such individual 
was a member, partner, or employee unless such individual was 
directly involved in the provision of such services. 


POSTEMPLOYMENT PROIIIBITIONS AND REPORTING REQUIREMENTS 


Sec, 605. (a) (1) Except as provided in paragraph (2) or (3), no 
supervisory employee shall, within one year after his employment 
with the Department has ceased, knowingly— 

(A) make any appearance or attendance before, or 
(B) make any written or oral communication to, and with the 
intent to influence the action of; 
the Department if such appearance or communication relates to any 
particular matter which is pending before the Department. 

(2) Paragraph (1) shall not apply to any appearance, attendance, 
or communication made, during any part of such year that such indi- 
vidual is employed by, and is on behalf of, the United States; nor 
shall it apply fo an appearance or communication by the former super- 
visory employee where such appearance or communication is made in 
response to a subpena, or concerns any matter of an exclusively per- 
sonal and individual nature such as pension benefits. 

(3) Paragraph (1) shall not prohibit a former supervisory employee 
with outstanding scientific or technological qualifications from 
making any appearance, attendance, or written or ora] communica- 
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tion in connection with a particular matter in a scientific or tech- 
nological field if the Secretary or the Commission, as the case may be, 
makes a certification in writing, published in the Federal Register, 
that the national interest would be served by such action or appearance 
by such former supervisory employee. 

(b) (1) Each former supervisory employee of the Department shall 
file with the Secretary, in such form and manner as the Secretary shall 
prescribe, not later than May 15 of the first and second calendar years 
following the first full year in which such person ceased to be an 
officer or employee of the Department, a report describing any employ- 
ment with any energy concern during the period to which such report 
relates, including any employment as a consultant, agent, attorney, 
or otherwise, except that the requirements of this subsection 
shall not apply to any former supervisory employee who, at the time 
such employment with the Department ceases, has any contract, prom- 
ise, or other agreement with respect to future employment with any 
energy concern, if (A) the former supervisory employee describes 
such agreement in any report filed within thirty days after the indi- 
vidual ceases to be an employee of the Department, and (B) the for- 
mer supervisory employee amends the report by May 15 of either of 
the next two years during which he has accepted employment with 
another energy concern. 

(2) Each report filed pursuant to paragraph (1) of this subsec- 
tion shall contain the name and address of the person filing the report, 
the name and address of the energy concern with which he holds or 
will hold employment during any portion of the period covered by 
the report, a brief description of his responsibilities for the energy 
concern, the dates of his employment, and such other pertinent infor- 
mation as the Secretary may require. 


PARTICIPATION PROHIBITIONS 


Sec. 606. (a) For a period of one year after terminating any 
employment with any energy concern, no supervisory employee shall 
knowingly participate in any Department proceeding in which his 
former employer is substantially, directly, or materially involved, 
other than in a rulemaking proceeding which has a substantial effect 
on numerous energy concerns. 

(b) For a period of one year after commencing service in the 
Department, no supervisory employee shall knowingly participate in 
any Department proceeding for which, within the previous five years, 
he had direct responsibility, or in which he participated substantially 
or personally, while in the employment of any energy concern. 

(c) Whenever the Secretary makes a written finding as to a particu- 
lar supervisory employee that the application of a particular restric- 
tion or requirement imposed by subsection (a) or cb) in a particular 
circumstance would work an exceptional hardship upon such super- 
visory employee or would be contrary to the national interest, the 
Secretary may waive in writing such restriction or requirement as to 
such supervisory employee. Any waiver made by the Secretary of a 
restriction imposed under subsection (b) shall also be filed with any 
record of the Department proceeding as to which the waiver for pur- 
poses of participation is granted. No such waiver shall in any instance 
constitute a waiver of the requirements of section 207 of title 18, 
United States Code. 
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PROCEDURES APPLICABLE TO REPORTS 


Sec. 607. (a) (1) Except as provided in this section, the Secretary 
shall make each report filed with him under section 603, 604, or 605 
available to the publie within thirty days after the receipt of such 
report, and shall provide a copy of any such report to any person upon 
written request. 

(2) The Secretary may require any person receiving a copy of any 
report to pay a reasonable fee in any amount which the Secretary finds 
necessary to recover the cost of reproduction or mailing of such report, 
excluding any salary of any employee involved in such reproduction or 
mailing. The Sceretary may furnish a copy of any such report with- 
out charge, ov at a reduced charge, if he determines that waiver or 
reduction of the fee is in the public interest because furnishing the 
information primarily benefits the public. 

(3) Any report received by the Secretary shall be held in his custody 
and made available to the public for a period of six years after receipt 
by the Secretary of such report. After such six-year period, the Secre- 
tary shall destroy any such report. 

(b) The Civil Service Commission shall, under such regulations as 
are prescribed by the Commission, conduct, on a random basis, a suffi- 
cient number of audits of the reports filed pursuant to sections 603, 604, 
and 605, as deemed necessary and appropriate in order to monitor the 
accuracy and completeness of such reports. 

(c) The Seeretary shall maintain a file containing all findings 
and waivers made by him pursuant to section 602(c), 603(c), 605(a), 
or 606(c) and all such findings and waivers shall be available for 
public inspection and copying at all times during regular working 
hours in accordance with the procedures of this section. 


SANCTIONS 


Sec. 608. (a) Any individual who is subject to, and knowingly vio- 
lates, section 603 shall be fined not more than $2,500 or imprisoned not 
more than one year, or both. 

(b) Any individual who violates section 602, 603, 604, 605, or 606 
shall be subject to a civil penalty, assessed by the Secretary in accord- 
ance with applicable law or by any district court of the United States, 
not. to exceed $10,000 for each violation. 

(c) Notwithstanding any penalty imposed under subsection (a), 
any violation of section 605 (a) shall be taken into consideration in 
deciding the outcome of any Department proceeding in connection 
with which the prohibited appearance, attendance, communication, 
or submission was made. 

(d) Nothing in this title shall be deemed to limit the operation of 
section 207 or section 208 of title 18, United States Code. Nor shall 
any waiver issued pursuant to section 602(c) constitute a waiver of 
the requirements of such provision. 


Part B—Perrsonnet Provisions 
OFFICERS AND EMPLOYEES 
Src. 621. (a) In the performance of his functions the Secretary is 
authorized to appoint and fix the compensation of such officers and 


employees, including attorneys, as may be necessary to carry out such 
functions. Except as otherwise provided in this section, such officers 
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and employees shall be appointed in accordance with the civil service 
laws and their compensation fixed in accordance with title 5, United 
States Code. 

(b) (1) Subject to the limitations provided in paragraph (2) and 
to the extent the Secretary deems such action necessary to the dis- 
charge of his functions, he may appoint not more than three hundred 
eleven of the scientific, engineering, professional, and administrative 
personnel of the department without regard to the civil service laws, 
and may fix the compensation of such personnel not in excess of the 
maximum rate payable for GS-18 of the General Schedule under sec- 
tion 5332 of title 5, United States Code. 

(2) The Secretary’s authority under this subsection to appoint an 
individual to such a position without regard to the civil service laws 
shall cease— 

(A) when a person appointed, within four years after the effec- 
tive date of this Act, to fill such position under paragraph (1) 
leaves such position, or 
(B) on the day which is four years after such effective date, 
whichever is later. 

(c)(1) Subject to the provisions of chapter 51 of title 5, United 
States Code, but notwithstanding the last two sentences of section 
5108(a) of such title, the Secretary may place at GS-16, GS-17, and 
GS-15. not to exceed one hundred seventy-eight positions of the posi- 
tions subject to the limitation of the first sentence of section 5108(a) 
of such title. 

(2) Appointments under this subsection may be made without 
regard to the provisions of sections 3324 of title 5, United States Code, 
relating to the approval by the Civil Service Commission of appoint- 
ments under GS-16, GS-17, and GS-18 if the individual placed in 
such position is an individual who is transferred in connection with 
a transfer of functions under this Act and who, immediately before 
the effective date of this Act, held a position and duties comparable to 
those of such position. 

(3) The Secretary’s authority under this subsection with respect 
to any position shall cease when the person first appointed to fill such 
position leaves such position. 

(d) In addition to the number of positions which may be placed 
at GS-16, GS-17, and GS-18 under section 5108 of title 5, United 
States Code, under existing law, or under this Act and to the extent 
the Secretary deems such action necessary to the discharge of his func- 
tions, he may appoint not more than two hundred of the scientific. 
engineering, professional, and administrative personnel without regard 
to the civil service laws and may fix the compensation of such per- 
sonnel not in excess of the maximum rate payable for GS-18 of the 
General Schedule under section 5332 of title 5, United States Code. 

(e) For the purposes of determining the maximum aggregate 
number of positions which may be placed at GS-16, GS-17, or GS-18 
under section 5108(a) of title 5, United States Code, 63 percent of the 
positions established under subsections (b) and (ec) shall be deemed 
GS-16 pesitions, 25 percent of such positions shall be deemed GS-17 
positions, and 12 percent of such positions shall be deemed GS-18. 


SENIOR POSITIONS 


Sec. 622. In addition to those positions created by title II of this 
Act, there shall be within the Department fourteen additional officers 
in positions authorized by section 5316 of title 5. United States Code, 
who shall be appointed by the Secretary and who shall perform such 
functions as the Secretary shall prescribe from time to time. 
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EXPERTS AND CONSULTANTS 


Src. 623. The Secretary may obtain services as authorized by section 
3109 of title 5, United States Code, at rates not to exceed the daily rate 
prescribed for grade GS-18 of the General Schedule under section 
5332 of title 5, United States Code, for persons in Government service 
employed intermittently. 


ADVISORY COMMITTEES 


Src. 624. (a) The Secretary is authorized to establish in accordance 
with the Federal Advisory Committee Act such advisory committees 
as he may deem appropriate to assist in the performance of his func- 
tions. Members of such advisory committees, other than full-time 
employees of the Federal Government, while attending meetings of 
such committees or while otherwise serving at the request of the Sec- 
retary while serving away from their homes or regular places of busi- 
ness, may be allowed travel expenses, including per diem in lieu of 
subsistence, as authorized by section 5703 of title 5, United States Code, 
for individuals in the Government serving without pay. 

(b) Section 17 of the Federal Energy Administration Act of 1974 
shall be applicable to advisory committees chartered by the Secretary, 
or transferred to the Secretary or the Department under this Act, 
except that where an advisory committee advises the Secretary on 
matters pertaining to research and development, the Secretary may 
determine that such meeting shall be closed because it involves research 
and development matters and comes within the exemption of section 
552b(c) (4) of title 5, United States Code. 


ARMED SERVICES PERSONNEL 


Src. 625. (a) The Secretary is authorized to provide for participa- 
tion of Armed Forces personnel in carrying out functions authorized 
to be performed, on the date of enactment of this Act, in the Energy 
Research and Development Administration and under chapter 641 of 
title 10, United States Code. Members of the Armed Forces may be 
detailed for service in the Department by the Secretary concerned (as 
such term is defined in section 101 of such title) pursuant to cooperative 
agreements with the Secretary. 

(b) The detail of any personnel to the Department under this sec- 
tion shall in no way affect status, office, rank, or grade which officers 
or enlisted men may occupy or hold or any emolument, perquisite, 
right, privilege, or benefit incident to, or arising out of, such status, 
office, rank, or grade. Any member so detailed shall not be charged 
against any statutory or other limitation or strengths applicable to the 
Armed Forces, but shall be charged to such limitations as may be 
applicable to the Department. A member so detailed shall not be subject 
to direction or control by his armed force, or any officer thereof, 
directly or indirectly, with respect to the responsibilities exercised in 
the position to which detailed. 


Part C—GeENERAL ADMINISTRATIVE PROVISIONS 
GENERAL AUTHORITY 
Sec. 641. To the extent necessary or appropriate to perform any 
function transferred by this Act, the Secretary or any officer or 


employee of the Department may exercise, in carrying out the func- 
tion so transferred, any authority or part thereof available by law, 


an 
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including appropriation Acts, to the official or agency from which such 
function was transferred. 
DELEGATION 


Src. 642. Except as otherwise express] % prohibited by law, and except 
as otherwise provided in this Act, the Secretary may delegate any of 
his functions to such officers and employees of the Deparcinent as he 
may designate, and may authorize such successive redelegations of such 
functions within the Department as he may deem to be necessary or 
appropriate. 

REORGANIZATION 


Sec. 643. The Secretary is authorized to establish, alter, consolidate 
or discontinue such organizational units or components within the 
Department as he may deem to be necessary or appropriate. Such 
authority shall not extend to the abolition of organizational units or 
components established by this Act, or to the transfer of functions 
vested by this Act in any organizational unit or component. 


RULES 


Src. 644. The Secretary is authorized to prescribe such procedural 
and administrative rules and regulations as he may deem necessary 
or appropriate to administer and manage the functions now or here- 
after vested in him. 

SUBPENA 


Src. 645. For the purpose of carrying out the provisions of this Act, 
the Secretary, or his duly authorized agent or agents, shall have the 
same powers and authorities as the Federal Trade Commission under 
section 9 of the Federal Trade Commission Act with respect to all 
functions vested in, or transferred or delegated to, the Secretary or 
such agents by this Act. 

CONTRACTS 


Sec. 646. (a) The Secretary is authorized to enter into and perform 
such contracts, leases, cooperative agreements, or other similar trans- 
actions with public agencies and private organizations and persons, 
and to make such payments (in lump sum or installments, and by way 
of advance or reimbursement) as he may deem to be necessary or 
appropriate to carry out functions now or hereafter vested in the 
Secretary. 

(b) Notwithstanding any other provision of this title, no authority 
to enter into contracts or to make payments under this title shall be 
effective except to such extent or in such amounts as are provided in 
advance in appropriation Acts. 


ACQUISITION AND MAINTENANCE OF PROPERTY 


Sec. 647. The Secretary is authorized to acquire (by purchase, lease, 
condemnation, or otherwise), construct, improve, repair, operate, 
and maintain laboratories, research and testing sites and facilities, 
quarters and related accommodations for employees and dependents 
of employees of the Department, personal property (including pat- 
ents), or any interest therein, as the Secretary deems necessary; and 
to provide by contract or otherwise for eating facilities and other 
necessary facilities for the health and welfare of employees of the 
aga at its installations and purchase and maintain equipment 
therefor. 
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FACILITIES CONSTRUCTION 


42 USC 7258. Sec. 648. (a) As necessary and when not otherwise available, the 
Secretary is authorized to provide for, construct, or maintain the 
following for employees and their dependents stationed at remote 
locations: 

(1) Emergency medical services and supplies; 

(2) Food and other subsistence supplies; 

(3) Messing facilities; 

(4) Audio-visual equipment, accessories, and supplies for rec- 
reation and training; 

Reimbursement. (5) Reimbursement for food, clothing, medicine, and other 
supplies furnished by such employees in emergencies for the 
temporary relief of distressed persons; 

(6) Living and working quarters and facilities; and 


Educational (7) Transportation of schoolage dependents of employees to 
transportation. the nearest appropriate educational facilities. 

Reasonable (b) The furnishing of medical treatment under paragraph (1) of 
prices. subsection (a) and tne furnishing of services and supplies under para- 


graphs (2) and (3) of subsection (a) shall be at prices reflecting 
reasonable value as determined by the Secretary. 

Reimbursement (c) Proceeds from reimbursements under this section shall be 

proceeds, use. deposited in the Treasury and may be withdrawn by the Secretary to 
pay directly the cost of such work or services, to repay or make 
advances to appropriations of funds which will initially bear all or a 
part of such cost, or to refund excess sums when necessary. Such 
payments may be credited to a working capital fund otherwise estab- 
lished by law, including the fund established pursuant to section 653 
of this Act, and used under the law governing such fund, if the fund 
is available for use by the Department for performing the work or 
services for which payment is received. 


USE OF FACILITIES 


U.S. and foreign Sec. 649. (a) With their consent, the Secretary and the Federal 


aeons Energy Regulatory Commission may, with or without reimbursement, 
42 USC 7259 use the research, equipment, and facilities of any agency or instru- 


mentality of the United States or of any State, the District of Colum- 
bia, the Commonwealth of Puerto Rico, or any territory or possession 
of the United States, or of any political subdivision thereof, or of 
any foreign government, in carrying out any function now or hereafter 
vested in the Secretary or the Commission. 

(b) In carrying out his functions, the Secretary, under such terms, 
at such rates, and for such periods not exceeding five years, as he may 
deem to be in the public interest, is authorized to permit the use by 
public and private agencies, corporations, associations, or other 
organizations or by individuals of any real property, or any facility, 
structure, or other improvement thereon, under the custody of the 
Secretary for Department purposes. The Secretary may require per- 
mittees under this section to recondition and maintain, at their own 
expense, fhe real property, facilities, structures, and improvements 
involved to a satisfactory standard. This section shall not apply to 
excess property as defined in 3(e) of the Federal Property and 


40 USC 472. Administrative Services Act of 1949. 
Reimbursement (c) Proceeds from reimbursements under this section shall be 
proceeds, use. deposited in the Treasury and may be withdrawn by the Secretary 


or the head of the agency or instrumentality of the United States 
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involved, as the case may be, to pay directly the costs of the equipment, 
or facilities provided, to repay or make advances to appropriations 
or funds which do or will initially bear all or a part of such costs, 
or to refund excess sums when necessary, except that such proceeds 
may be credited to a working capital fund otherwise established by 
law, including the fund established pursuant to section 653 of this 
Act, and used under the law governing such fund, if the fund is 
available for use for providing the equipment or facilities involved. 


FIELD OFFICES 


Src. 650. The Secretary is authorized to establish, alter, consolidate 
or discontinue and to maintain such State, regional, district, local or 
other field offices as he may deem to be necessary to carry out functions 
vested in him. 

COPYRIGHTS 


Sec. 651. The Secretary is authorized to acquire any of the follow- 
ing described rights if the property acquired thereby is for use by or 
for, or useful to, the Department : 

(1) copyrights, patents, and applications for patents, designs, 
processes, and manufacturing data ; 


(2) licenses under copyrights, patents, and applications for 


patents; and ve 
(3) releases, before suit is brought, for past infringement of 
patents or copyrights. 


GIFTS AND BEQUESTS 


Src. 652. The Secretary is authorized to accept, hold, administer, 
and utilize gifts, bequests, and devises of property, both real and per- 
sonal, for the purpose of aiding or facilitating the work of the Depart- 
ment. Gifts, bequests, and devises of money and proceeds from sales 
of other property received as gifts, bequests, or devises shall be 
deposited in the Treasury and shall be disbursed upon the order of the 
Secretary. Property accepted pursuant to this section, and the pro- 
ceeds thereof, shall be used as nearly as possible in accordance with 
the terms of the gift, bequest, or devise. For the purposes of Federal 
income, estate, and gift taxes, property accepted under this section 
shall be considered as a gift, bequest, or devise to the United States. 


CAPITAL FUND 


Sec. 653. The Secretary is authorized to establish a working capital 
fund, to be available without fiscal year limitation, for expenses neces- 
sary for the maintenance and operation of such common administrative 
services 2s he shall find to be desirable in the interests of economy and 
efficiency, ‘ncluding such services as a central supply service for sta- 
tionery and other supplies and ecuipment for which adequate stocks 
may be maintained to meet in whole or in part the requirements of the 
Department and its agencies; central messenger, mail, telephone, and 
other communications services; office space, central services for docu- 
ment reproduction, and for graphics and visual aids; and a central 
library service. The capital of the fund shall consist of any appropria- 
tions made for the purpose of providing capital (which appropriations 
are hereby euthorized) and the fair and reasonable value of such stocks 
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of supplies, equipment, and other assets and inventories on order as 
the Secretary may transfer to the fund, less the related liabilities and 
unpaid obligations. Such funds shall be reimbursed in advance from 
available funds of agencies and offices in the Department, or from 
other sources, for supplies and services at rates which will approxi- 
mate the expense of operation, including the accrual of annual leave 
and the depreciation of equipment. The fund shall also be credited 
with receipts from sale or exchange of property and receipts in pay- 
ment for loss or damage to property owned by the fund. There 
shall be covered into the United States Treasury as miscellaneous 
receipts any surplus found in the fund (all assets, liabilities, and 
prior losses considered) aboye the amounts transferred or appropriated 
to establish and maintain said fund. There shall be transferred to the 
fund the stocks of supplies, equipment, other assets, liabilities, and 
unpaid obligations relating to the services which he determines will 
be performed through the fund. Appropriations to the fund, in such 
amounts as may be necessary to provide additional working capital, 
are authorized. 
SEAL OF DEPARTMENT 


Sec. 654. The Secretary shall cause a seal of office to be made for 
the Department of such design as he shall approve and judicial notice 
shall be taken of such seal. 


REGIONAL ENERGY ADVISORY BOARDS 


Src. 655. (a) The Governors of the various States may establish 
Regional Energy Advisory Boards for their regions with such mem- 
bership as they may determine. 

(b) Representatives of the Secretary, the Secretary of Commerce, 
the Secretary of the Interior, the Chairman of the Council on Environ- 
mental Quality, the Commandant of the Coast Guard and the Admin- 
istrator of the Environmental Protection Agency shall be entitled to 
participate as observers in the deliberations of any Board established 
pursuant to subsection (a) of this section, The Federal Cochairman of 
the Appalachian Regional Commission or any regional commission 
under title V of the Public Works and Economic Development Act 
shall be entitled to participate as an observer in the deliberations of 
any such Board which contains one or more States which are members 
of such Commission. 

(c) Each Board established pursuant to subsection (a) may make 
such recommendations as it determines to be appropriate to programs 
of the Department having a direct effect on the region. 

(d) If any Regional Advisory Board makes specific recommenda- 
tions pursuant to subsection (c). the Secretary shall, if such recom- 
mendations are not adopted in the implementation of the program, 
notify the Board in writing of his reasons for not adopting such 
recommendations. 


DESIGNATION OF CONSERVATION OFFICERS 


Src. 656. The Secretary of Defense, the Secretary of Commerce, 
the Secretary of Housing and Urban Development, the Secretary of 
Transportation, the Secretary of Agriculture, the Secretary of the 
Interior, the United States Postal Service, and the Administrator of 
General Services shall each designate one Assistant Secretary or 
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Assistant Administrator, as the case may be, as the principal conserva- 
tion officer of such Department or of the Administration, Such 
designated principal conservation oflicer shall be principally respon- 
sible for planning and implementation of energy conservation pro- 
grams by such Department or Administration and_ principally 
responsible for coordination with the Department of Energy with 
respect to energy matters. Each agency, Department or Administration 
required to designate a principal conservation officer pursuant to this 
section shall periodically inform the Secretary of the identity of such 
conservation officer, and the Secretary shall periodically pablsh a list 
identifying such officers. 


ANNUAL REVORT 


Src. 657. The Secretary shall, as soon as practicable after the 
end of each fiscal year, commencing with the first complete fiscal year 
following the effective date of this Act, make a report to the President 
for submission to the Congress on the activities of the Department 
during the preceding fiscal year. Such report shall include a state- 
ment of the Secretary’s goals, priorities, and plans for the Department, 
together with an assessment of the progress made toward the attain- 
ment of those goals, the effective and efficient management of the 
Department, and progress made in coordination of its functions with 
other departments and agencies of the Federal Government. In addi- 
tion, such report shall include the information required by section 
15 of the Federal Energy Administration Act of 1974, section 307 of 
the Energy Reorganization Act of 1974, and section 15 of the Federal 
Sata Energy Research and Development Act of 1974, and shall 
include: 

(1) projected energy needs of the United States to meet the 
requirements of the general welfare of the people of the United 
States and the commercial and industrial life of the Nation, 
including a comprehensive summary of data pertaining to all fuel 
and energy needs of residents of the United States residing in— 

ae areas outside standard metropolitan statistical areas; 
an 

(B) areas within such areas which are unincorporated or 
are specified by the Bureau of the Census, Department of 
Commerce, as rural areas; 

(2) an estimate of (A) the domestic and foreign energy sup- 
ply on which the United States will be expected to rely to meet 
such needs in an economic manner with due regard for the pro- 
tection of the environment, the conservation of natural resources, 
and the implementation of foreign policy objectives, and (B) 
the quantities of energy expected to be provided by different 
sources (including petroleum, natural and synthetic gases, coal, 
uranium, hydroelectric, solar, and other means) and the expected 
means of obtaining such quantities; 

(8) current and foreseeable trends in the price, quality, man- 
agement, and utilization of energy resources and the effects of 
those trends on the social, environmental, economic, and other 
requirements of the Nation; 

(4) a summary of research and development efforts funded by 
the Federal Government to develop new technologies, to forestall 
energy shortages, io reduce waste, to foster recycling, to encour- 
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age conservation practices, and to increase efficiency ; and further 
such summary shall include a description of the activities the 
Department is performing in support of environmental, social, 
economic and institutional, biomedical, physical and. safety 
research, development, demonstration, and monitoring activities 
necessary to guarantee that technological programs, funded by 
the Departmer nt, are undertaken in a manner consistent with and 
capable of maintaining or improving the quality of the environ- 
ment and of mitigating any undesirable environmental and safety 
impacts ; 

(5) a review and appraisal of the adequacy and appropriate- 
ness of technologies, procedures, and practices (including com- 
petitive end regulatory practices) employed by Federal/State, 
and local governments and nongovernmental entities to achieve 
the purposes of this Act; 

(6) a summary of cooperative and voluntary efforts that have 
been mobilized to promote conservation and recycling, together 
with plans for such efforts in the succeeding fiscal year, and ree- 
ommendations for changes in laws and regulations needed to 
encourage more conservation and recycling “by all segments of 
the Nation’s populace; 

(7) a summary of substantive measures taken by the Depart- 
ment to stimulate and encour age the development of new man- 
power resources through the Nation’s colleges and universities 
and to involve these institutions in the execution of the Depart- 
ment’s research and development programs; and 

(8) to the extent practicable, a summary of activities in the 
United States by companies or persons which are foreign owned 
or controlled and which own or control United States energy 
sources and supplies, including the magnitude of annual foreign 
direct. investment in the energy sector in the United States and 
exports of energy resources from the United States by foreign 
owned or controlled busine ‘ss entities or persons, and such other 
related matters as the Secretary may deem appropriate. 


LEASING REPORT 


Sec. 658. The Secretary of the Interior shall submit to the Congress 
not later than one year after the date of enactment of this Act, a report 
on the organization of the leasing operations of the Federal Govern- 
ment, together with any re commendations for reorganizing such func- 
tions may deem necessary or appropriate. 


TRANSFER OF FUNDS 


Sec. 659. The Secretary, when authorized in an appropriation Act, 
in any fiscal year, may transfer funds from one appropriation to 
another within the Department, except that no appropriation shall be 
either increased or decreased pursuant to this section by more than 
5 per centum of the appropriation for such fiscal year. 


AUTHORIZATION OF APPROPRIATIONS 


Src. 660, Appropriations to carry out the provisions of this Act shall 
be subject to annual authorization, 
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TITLE VII—TRANSITIONAL, SAVINGS, AND 
CONFORMING PROVISIONS 


TRANSFER AND ALLOCATIONS OF APPROPRIATIONS AND PERSONNEL 


Sec. 701. (a) Except as otherwise provided in this Act, the personnel 
employed in connection with, and the assets, liabilities, contracts, 
property, records, and unexpended balance of appropriations author- 
izations, allocations, and other funds employed, held, used, arising 
from, available to or to be made available in connection with the func- 
tions transferred by this Act, subject to section 202 of the Budget and 
Accounting Procedure Act of 1950, are hereby transferred to the Sec- 
retary for appropriate allocation. Unexpended funds transferred pur- 
suant to this subsection shall only be used for the purposes for which 
the funds were originally authorized and appropriated. 

(b) Positions expressly specified by statute or reorganization plan 
to carry out function transferred by this Act, personnel occupying 
those positions on the effective date of this Act, and personnel author- 
ized to receive compensation in such positions at the rate prescribed 
for offices and positions at level I, II, III, IV, or V of the executive 
schedule (5 U.S.C. 5312-5316) on the effective date of this Act, shall 
be subject to the provisions of section 703 of this Act. 


EFFECT ON PERSONNEL 


Sec. 702. (a) Except as otherwise provided in this Act, the transfer 
pursuant to this title of full-time personnel (except special Govern- 
ment employees) and part-time personnel holding permanent positions 
pursuant to this title shall not cause any such employee to be separated 
or reduced in grade or compensation for one year after the date of 
enactment of this Act, except that full-time temporary personnel 
employed at the Energy Research Centers of the Energy Research and 
Development Administration upon the estabiishment of the Depart- 
ment who are determined by the Department to be performing continu- 
ing functions may at the employee’s option be converted to permanent 
full-time status within one hundred and twenty days following their 
transfer to the Department. The employment levels of full-time per- 
manent personnel authorized for the Department by other law or 
administrative action shall be increased by the number of employees 
who exercise the option to be so converted. 

(b) Any person who, on the effective date of this Act, held a posi- 
tion compensated in accordance with the Executive Schedule pre- 
scribed in chapter 53 of title 5, United States Code, and who, without 
a break in service, is appointed in the Department to a position having 
duties comparable to those performed immediately preceding his 
appointment shall continue to be compensated in his new position at not 
less than the rate provided for his previous position, for the duration of 
lis service in the new position. 

(c) Employees transferred to the Department holding reemploy- 
ment rights acquired under section 28 of the Federal Energy Admin- 
istration Act of 1974 or any other provision of law or regulation may 
exercise such rights only within one hundred twenty days from the 
effective date of this Act or within two years of acquiring such rights, 
whichever is later, Reemployment rights may only be exercised at the 
request of the employee. 


118 


91 STAT. 605 


42 USC 7291. 


31 USC 581c. 


42 USC 7292. 


5 USC 5301. 


15 USC 786. 


91 STAT. 606 


42 USC 7293. 


42 USC 7294. 


42 USC 7295. 


PUBLIC LAW 95-91—AUG. 4, 1977 


AGENCY TERMINATIONS 


Sec, 703. Except as otherwise provided in this Act, whenever all of 
the functions vested by law in any agency, commission, or other body, 
or any component thereof, have been terminated or transferred from 
that agency, commission, or other body, or component by this Act, the 
agency, commission, or other body, or component, shall terminate. If 
an agency, commission, or other body, or any component thereof, ter- 
minates pursuant to the preceding sentence, each position and office 
therein which was expressly authorized by law, or the incumbent of 
which was authorized to receive compensation at the rates prescribed 
for an office or position at level IT, III, IV, or V of the Executive 
Schedule (5 U.S.C. 5313-5316), shall terminate. 


INCIDENTAL TRANSFERS 


Sec. 704. The Director of the Office of Management and Budget, 
in consultation with the Secretary and the Commission, is authorized 
and directed to make such determinations as may be necessary with 
regard to the transfer of functions which relate to or are utilized by 
an agency, commission or other body, or component thereof affected 
by this Act, to make such additional incidental dispositions of person- 
nel, assets, liabilities, contracts, property, records, and unexpended 
balances of appropriations, authorizations, allocations, and other funds 
held, used, arising from, available to or to be made available in con- 
nection with the functions transferred by this Act, as he may deem 
necessary to accomplish the purposes of this Act. 


SAVINGS PROVISIONS 


Src. 705. (a) All orders, determinations, rules, regulations, permits, 
contracts, certificates, licenses, and privileges— 

(1) which have been issued, made, granted, or allowed to 
become effective by the President, any Federal department or 
agency or official thereof, or by a court of competent jurisdiction, 
in the performance of functions which are transferred under this 
Act to the Department or the Commission after the date of enact- 
ment of this Act, and 

(2) which are in effect at the time this Act takes effect, 

shall continue in effect. according to their terms until modified, termi- 
nated, superseded, set. aside, or revoked in accordance with law by the 
President, the Secretary, the Federal Energy Regulatory Commis- 
sion, or other authorized officials, a court of competent. jurisdiction, 
or by operation of law. 

(b) (1) The provisions of this Act shall not affect any proceedings 
or any application for any license, permit, certificate, or financial 
assistance pending at the time this Act takes effect before any depart- 
ment, agency, commission, or component thereof, functions of which 
are transferred by this Act; but such proceedings and applications, 
to the extent that they relate to functions so transferred, shall be 
continued. Orders shall be issued in such proceedings, appeals shall 
be taken therefrom, and payments shall be made pursuant to such 
orders, as if this Act had not been enacted; and orders issued in any 
such proceedings shall continne in effect until modified, terminated, 
superseded, or revoked by a duly authorized official, by a court of com- 
petent jurisdiction, or by operation of law. Nothing in this subsection 
shall be deemed to prohibit the discontinuance or modification of any 
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such proceeding under the same terms and conditions and to the same 
extent that such proceeding could have been discontinued or modified 
if this Act had not been enacted. 

(2) The Secretary and the Commission are authorized to promul- 
gate regulations providing for the orderly transfer of such proceed- 
ings to the Department or the Commission. 

(c) Except as provided in subsection (e)— 

(1) the provisions of this Act shall not affect suits commenced 
prior to the date this Act takes effect, and, 

(2) in all such suits, proceedings shall be had, appeals taken, 
and judgments rendered in the same manner and effect as if this 
Act had not been enacted: ' 

(d) No suit, action, or other proceeding commenced by or against 
any officer in his official capacity as an othcer of any department or 
agency, functions of which are transferred by this Act, shall abate 
by reason of the enactment of this Act. No cause of action by or 
against any department or agency, functions of which are transferred 
by this Act, or by or against any officer thereof in his official capacity 
shall abate by reason of the enactment of this Act. 

(e) If, before the date on which this Act takes effect, any depart- 
ment or agency, or officer thereof in his official capacity, is a party to 
a suit, and under this Act any function of such department, agency, 
or officer is transferred to the Secretary or any other official, then such 
suit shall be continued with the Secretary or other official, as the case 
may be, substituted. 

SEPARABILITY 


Sec. 706. If any provision of this Act or the application thereof 
to any person or circumstance is held invalid, neither the remainder 
of this Act nor the application of such provision to other persons or 
circumstances shall be affected thereby. 


REFERENCE 


Src. 707. With respect to any functions transferred by this Act 
and exercised after the effective date of this Act, reference in any 
other Federal law to any department, commission, or agency or any 
officer or office the functions of which are so transferred shall be 
d-emed to refer to the Secretary, the Federal Energy Regulatory 
Commission, or other official or component of the Department in which 
this Act vests such functions. 


PRESIDENTIAL AUTHORITY 


Sec. 708. Except as provided in title IV, nothing contained in this 
Act shall be construed to limit, curtail, abolish, or terminate any func- 
tion of, or authority available to, the President which he had immedi- 
ately before the effective date of this Act; or to limit, curtail, abolish, 
or terminate his authority to delegate, redelegate, or terminate any 
delegation of functions. 

AMENDMENTS 


Sec. 709. (a) The Federal Energy Administration Act of 1974 is 
amended : 
(1) by repealing sections 4, 9, 28, and 30; 
(2) in section 7— 
(A) by striking out subsections (a) and (b) and redesig- 
nating subsection (c) as subsection (a) ; 
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15 USC 766. (B) by striking cut subsections (d), (e), (f), (g), and (h); 

(C) by striking out “(i)(1)” and by striking out subpara- 
graphs (A), (B), (C), (E), and (F) of subsection (1) (1) 
and redesignating subparagraph (D) of such subsection as 
subsection (b) ; 

Sa, by striking out, in the matter redesignated as subsec- 
tion (b), “the rules, regulations, or orders described in para- 
graph (A)” and inserting in lieu thereof “any rule or 
regulation, or any order having the applicability and effect 
of a rule as defined in section 551(4) of title 5, United States 
Code, pursuant to this Act” ; 

(E) by striking out, in such subsection, “paragraph (2) 
of this subsection” and inserting in lieu thereof “subsec- 
tion (c)”; 

(F) by redesignating paragraph (2) (A) of subsection (i) 
as subsection ‘s and by striking out subparagraph (B) of 
subsection (i) 3 ; and 

(G) bv striking out paragraph (3) of subsection (i) and 
by striking out subsections (j) and (k); 

15 USC 790a. (3) in section 52(a)— 

(A) by striking out “and” at the end of paragraph (2) ; 

(B) by striking out the period at the end of paragraph (3) 
and inserting in lieu thereof “; and”; and 

(C) by adding after such paragraph (8) the following 
new paragraph: 


15 USC 717w. “(4) the States to the extent required by the Natural Gas Act 
16 USC 79]a. and the Federal Power Act.” ; and 
15 USC 790d. (4) in section 55(b)— 
(A) by striking out “seven” and inserting in lieu thereof 
“six”: 


(B) by inserting “and” after “Federal Trade Commis- 
sion :”; and 

(C) by striking out “one shall be designated by the Chair- 
man of the Federal Power Commission; and”. 


Repeal. (b) The Energy Reorganization Act of 1974 is amended by repeal- 
42 USC 5818. ing section 108. 

Repeal. (c)(1) The Atomic Energy Act of 1954 is amended by repealing 
42 USC 2036. section 26. 

42 USC 2201 (2) Section 161(d) of the Atomic Energy Act of 1954 shall not 
note. apply to functions transferred by this Act. 


(ad) In section 509 (c)(6) and (e) of title 5 of the Housing and 
12 USC 17012z-8. Urban Development Act of 1970, add “the Secretary of Housing and 
Urban Development.” to those individuals and agencies with whom 
the Secretary of the Department of Energy must consult. 
(c) The Energy Conservation Standards for New Buildings Act 
of 1976 is amended as follows: 


42 USC 6833. (1) in section 304(c), by inserting “the Secretary of Housing 
and Urban Development,” after “the Administrator,” ; and 
42 USC 6839. (2) in section 310, by inserting “Secretary of Housing and 
Urban Development,” after “the Administrator,”. 
Loans, criteria. (f) The Rural Electrification Act of 1936 is amended by adding 1 
new section 16 to title I thereof to read as follows: 
7 USC 916. “Spc. 16. In order to insure coordination of electric generation and 


transmission financing under this Act with the national energy policy, 
the Administrator in making or guaranteeing loans for the construc- 
tion, operation, or enlargement of generating plants or electric trasis- 
mission lines or systems, shall consider such general criteria consistent 
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with the provisions of this Act as may be published by the Secretary 
of Energy.”. 

(gz) Section 19(d) (1) of title 3, United States Code, is amended by 
inserting immediately before the period at the end thereof the follow- 
ing: “, Secretary of Energy”. 


ADMINISTRATIVE AMENDMENTS 


Sec. 710. (a) Section 101 of title 5, United States Code is amended 

by adding at the end thereof the following : 
“The Department of Energy.”. 

(b) Subsection (a) of section 5108 of title 5, United States Code, is 
amended by striking out “an aggregate of 2,754” and inserting in heu 
thereof “an aggregate of 3,248”. 

(c) Section 5312 of title 5, United States Code, is amended by add- 
ing at the end thereof the following: 

“(14) Secretary of Energy.”. 

(d) Paragraph (22) of section 53138 of title 5, United States Code, 
is amended to read as follows: 

(29) Deputy Secretary of Energy.”. 

(e) Section 5314 of title 5, United States Code, is amended by strik- 
ing out, in paragraph (21), “Federal Power Commission” and by 
inserting in lieu thereof “Federal Energy Regulatory Commission”, 
and by amending paragraph (60) to read as follows: 

“(60) Under Secretary, Department of Energy”. 

(f) Section 5315 of title 5, United States Code, is amended by strik- 
ing out, in paragraph (60), “Federal Power Commission” and insert- 
ing in leu thereof “Federal Energy Regulatory Commission”, by 
striking out paragraph 102, and by adding at the end of the section 
the following: 

“(114) Assistant Secretaries of Energy (8). 

(115) General Counsel of the Department of Energy. 

“(116) Administrator, Economic Regulatory Administration, 
Department of Energy. 

“(117) Administrator, Energy Information Administration, 
Department of Energy. 

(118) Inspector General, Department of Energy. 

“(119) Director, Office of Energy Research, Department of 
Energy.”. 

(g) Paragraphs (135) and (136) of section 5316 of title 5, United 
States Code, are amended to read as follows: 

“(135) Deputy Inspector General, Department of Energy. 
“(136) Additional Officers, Department of Energy (14).”. 


TRANSITION 


Sec. 711. With the consent of the appropriate department or agency 
head concerned, the Secretary is authorized to utilize the services of 
such officers, employees, and other personnel of the departments and 
agencies from which functions have been transferred to the Secretary 
for such period of time as may reasonably be needed to facilitate the 
orderly transfer of functions under this Act. 


CIVIL SERVICE COMMISSION REPORT 


Sec. 712. The Civil Service Commission shall, as soon as practicable 
but not later than one year after the effective date of this Act, prepare 
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and transmit to the Congress a report on the effects on employees of 
the reorganization under this Act, which shall include— 

(1) an identification of any position within the Department or 
elsewhere in the executive branch, which it considers unnecessary 
due to consolidation of functions under this Act ; 

(2) astatement of the number of employees entitled to pay sav- 
ings by reason of the reorganization under this Act; 

(3) astatement of the number of e mployees who are voluntarily 
or involuntarily separated by reason of such reorganization ; 

(4) an estimate of the personnel costs associated with such 
reorganization : 

(5) the effeets of such reorganization on labor management 
relations; and 

(6) such legislative and administrative recommendations for 
improvements in personnel management within the Department 
as the Commission considers necessary. 


ENVIRONMENTAL IMPACT STATEMENTS 


Sec. 713. The transfer of functions under titles III and IV of this 
Act shall not affect the validity of any draft environmental impact 
statement published before the effective date of this Act. 


TITLE VIII—ENERGY PLANNING 


NATIONAL ENERGY POLICY PLAN 


Sec. 801. (a) The President shall— 

(1) prepare and submit to the Congress a proposed National 
Energy Policy Plan (hereinafter in this title referred to as a 
“proposed Plan”) as provided in subsection (b) ; 

(2) seek the active participation by regional, State, and local 
agencies and instrumentalities and the private sector through 
public hearings in cities and rural communities and other appro- 
priate means to insure that the views and proposals of all seg- 
ments of the economy are taken into account in the formulation 
and review of such proposed Plan: 

(3) inelude within the proposed Plan a comprehensive sum- 
mary of data pertaining to all fuel and energy needs of persons 
residing in— 

(A) areas outside standard metropolitan statistical areas: 
and 

(B) areas within standard metropolitan statistical areas 
which are unincorporated or are specified by the Bureau of 
the Census, Department of Commerce, as rural areas. 

(b) Not Tater than April 1, 1979. and biennially thereafter. the 
Py aieat shall transmit to the Congress the proposed Plan. Such 
propose «1 Plan shall— 

(1) consider and establish energy production, utilization, and 
conservation objec tives, for per iods of five and ten vears, necessary 
to satisfy_projected energy needs of the United States to meet the 
requirements of the general welfare of the people of the United 
States and the commercial and industrial life of the Nation, pay- 
ing particular attention to the needs for full employment, price 
stability, energy security. econonie growth, environmental pro- 
tection. nuclear non-proliferation, spee ial reg~ional needs. and the 
efficient utilization of public and private resources ; 
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2) identify the strategies that should be followed and the 
resources that should be committed to achieve such objectives. 
forecasting the level of production and investment necessary in 
each of the significant energy supply sectors and the level of con- 
servation and investment necessary in each consuming sector, and 
outlining the appropriate policies and actions of the Federal 
Government that will maximize the private production and invest- 
ment necessary in each of the significant energy supply sector; 
consistent with applicable Federal, State, and local environmental 
laws, standards, and requirements; and 

(3) recommend legislative and administrative actions neces- 
sary and desirable to achieve the objectives of such proposed 
Plan, including legislative recommendations with respect to taxes 
or tax incentives, Federal funding, regulatory actions, antitrust 
policy, foreign policy, and international trade. 

(c) The President shall submit to the Congress with the proposed Report to 
Plan a report which shall include— Congress. 

(1) whatever data and analysis are necessary to support the 
objectives, resource needs, and policy recommendations contained 
in such proposed Plan; 

(2) an estimate of the domestic and foreign energy supplies on 
which the United States will be expected to rely to meet projected 
energy needs in an economic manner consistent with the need to 
protect the environment, conserve natural resources, and imple- 
ment foreign policy objectives; 

(3) an evaluation of current and foreseeable trends in the price, 
quality, management, and utilization of energy resources and the 
effects of those trends on the social, environmental, economic, and 
other requirements of the Nation; 

(4) a summary of research and development efforts funded by 
the Federal Government to forestall energy shortages, to reduce 
waste, to foster recycling, to encourage conservation practices, and 
to otherwise protect environmental quality, including recommen- 
ree ge for developing technologies to accomplish such purposes; 
an 

(5) a review and appraisal of the adequacy and appropriate- 
ness of technologies, procedures, and practices (including com- 
petitive and regulatory practices) employed by Federal, State, 
and local governments and nongovernmental entities to achieve 
the purposes of the Plan. 

(d) The President shall insure that consumers, small businesses. Consultation. 
and a wide range of other interests, including those of individual citi- 
zens who have no financial interest in the energy industry, are con- 
sulted in the development of the Plan. 


CONGRESSIONAL REVIEW 


Src. 802. (a) Each proposed Plan shall be referred to the appro- Plan, referral to 
priate committees in the Senate and the House of Representatives. congressional 
(b) Each such committee shall review the proposed Plan and, if ae ie see 
it deems appropriate and necessary, report to the Senate or the House a ee i 
of Representatives legislation regarding such Plan which may contain Cousress, 
such alternatives to, modifications of, or additions to the proposed 
Plan submitted by the President as the committee deems appropriate. 
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TITLE IX—EFFECTIVE DATE AND INTERIM 
APPOINTMENTS 


EFFECTIVE DATE 


Sec. 901. The provisions of this Act shall take effect one hundred 
and twenty days after the Secretary first takes office, or on such earlier 
date as the President may preseribe and publish in the Federal 
Register, except that at any time after the date of enactment of this 
Act, (1) any of the officers provided for in title II and title IV of 
this Act may be nominated and appointed, as provided in those titles, 
and (2) the Secretary and the Commission may promulgate regula- 
tions pursuant to section 705(b) (2) of this Act at any time after the 
date of enactment of this Act. Funds available to any department or 
agency (or any official or component thereof), functions of which are 
transferred to the Sec retary or the Commission by this Act, may with 
the approval of the Director of the Office of Management and Budget, 
be used to pay the compensation and expenses of any officer appointed 
pursuant to this subsection until such time as funds for that purpose 
are otherwise available. 


INTERIM APPOINTMENTS 


Sec. 902. In the event that one or more officers required by this Act 
to be appointed by and with the advice and consent of the Senate 
shall not have entered upon office on the effective date of this Act, the 
President may designate any officer, whose appointment was required 
to be made, by and with the advice and consent of the Senate, and who 
was such an officer immediately prior to the effective date of the Act, 
to act in such office until the office is filled as provided in this Act. 
While so acting such persons shall receive compensation at the rates 
provided by this Act for the respective offices in which they act. 


TITLE X—SUNSET PROVISIONS 


SUBMISSION OF COMPREHENSIVE REVIEW 


Sec. 1004. Not Jater than January 15, 1982, the President shall pre- 
pare and submit to the Congress a compreher nsive review of each pro- 
gram of the Department. Each such review shall be made available to 
the committee or committees of the Senate and House of Representa- 
tives having jurisdiction with respect to the annual authorization of 
funds, pursuant to section 660, for such programs for the fiscal year 
beginning October 1, 1982. 


CONTENTS OF REVIEW 


Src. 1002. Each comprehensive review prepared for submission 
under section 1001 shall include 
(1) the name of the component of the Department responsible 

for administering the program ; 

(2) an identification of the objectives intended for the program 
and the problem or need which the program was intended to 
address ; 

(3) an identification of any other programs having similar or 
potentially conflicting or duplicative objectives; 

(4) an assessment ‘of alternative methods of ac hieving the pur- 
poses of the program ; 
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(5) a justification for the authorization of new budget author- 
ity, and an explanation of the manner in which it conforms to 
and integrates with other efforts ; 

(G) an assessment of the degree to which the original objec- 
tives of the program have been achieved, expressed in terms of 
the performance, impact, or accomplishments of the program 
and of the problem or need which it was intended to address, 
and employing the procedures or methods of analysis appropri- 
ate to the type or character of the program ; 

(7) a statement of the performance and accomplishments of 
the program in each of the previous four completed fiscal years 
and of the budgetary costs incurred in the operation of the 
program ; 

(8) a statement of the number and types of beneficiaries or 
persons served by the program ; 

(9) an assessment of the effect of the program on the national 
economy, including, but not limited to, the effects on competition, 
economic stability, employment, unemployment, productivity, 
and price inflation, including costs to consumers and to busi- 
nesses ; 

(10) an assessment of the impact of the program on the Nation’s 
health and safety; 

(11) an assessment of the degree to which the overall admin- 
istration of the program, as expressed in the rules, regulations, 
orders, standards, criteria, and decisions of the officers executing 
the program. are believed to meet the objectives of the Congress 
in establishing the program ; 

(12) a projection of the anticipated needs for accomplishing 
the objectives of the program, including an estimate if applicable 
of the date on which, and the conditions under which, the pro- 
gram may fulfill such objectives ; 

(13) an analysis of the services which could be provided and 
performance which could be achieved if the program were con- 
tinued at a level less than, equal to, or greater than the existing 
level; and 

(14) recommendations for necessary transitional requirements 
in the event that funding for such program is discontinued, 
including proposals for such executives or legislative action as 
may be necessary to prevent such discontinuation from being 
unduly disruptive. 


Approved August 4, 1977. 
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